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■f^raZT : tjN ^.TTUT., q'(^rviiir 3#r ^ ^ PHAlirdd c 

iFT^i^T 0(1 «»ii<4(dch nc^i^iff gi'ti «ii^5 ^*, 6 Fh(h. 

^ iTterf ^ ^ ^jiaJPdch ^ fcf^r^ TPT?^ ^ armirfif ^ 

^ ■Ifi'-d'd'Plsft ^3TfET I 

14/29/2010-^^ilhr^.—tR ^qKfTWtflRT tftTT 107^ (t^ . 

3Tf??Pm ^^ t) (■qrfer ^ 3Tfq^, -^r m ^ 

^icbdH tt^' ct«?t ^ Pr^ikiJi) fwrm# (f^ fwrr^ ^ ^ t) ^ ^ '■^' 7 : 73 ^ . 

■ 2 . ^ t) FsWw, TTHfvWl 

sfk PiT? 3 Trff ^ ^ ^ ^ t, ^ ^ ^ ■31 fn^irdd “ '^. ■^d w 

^ ^ ■37 37^ ^ t, 6 f^R. d ^ ^ ^ 37^ 

Pdony Vii‘^c^<dd” (f^37r^^TO^ t) 3TrR7 wm fr^.srt'dd^R 

17 ;^'f^-q-cfroRd ^ 3T5^ 4 WRff tt3?r=t (f^ 37Td w t) d 1137 Pdf^d arr^d utr 

■|37T 3 ^ TiTlRcT^ ^ 3T^%T ferr T]in I 

3 . 3Hi<^<^d '^ UkT^I^ did 4 ^t^d) dipHd ^ ■'TcTT Pild 377^^37 4 ^^77 ®71 I 7^: 377^3^ 

^^Pdd do 4 ydReid HMI Mdl 1 did 'dft ^J^37TcT 44 •dldPdd B^Tld ^ felM, ani^^^ gKl S4t^d Mdlkl 'fnSi^ ^ 377^777 

m ^VdTTd 4 4^ 4dt' ^ ^ ^ -^7 4 PndPdd 4^ ^ ^ 3TP7Td’ ^ ^ 4 RRt 4%4 Wd ^ to d77 fddq 

tRdT I 
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4. ^ MldnM PlilHlcIcft ^ 5 ( 5 ) ^ 3rj?TR ^ ^ ^ ^ tj4 

3Ht ^ ^ ^ ^ if ^ ^ ^ ^ " 

^ A 

^ A RsTeT vl^l4Wt/'^T^ ^ «^c1lcli^ ^ ^Jpl^ I ^ 

5 . \\^^m mftoft ^ Rwr]^ ^ ^ Rm 5 ^ stjjtr sTRtto 3ik ^ 

OTTT cf^ mRui i ^^i "a^t^" c}^ ^ ^ ^ ^ anitte ^ ^ ^ ^ 

^ ^ 3fR ^ ^ >Tf?r ^ ^ ^ ^ Rt^ ^iRr 

tor ^5TTw ?fr ^ cR |t a# wm ^ ^ Rr^ ^ 1 

6. P i HlfiRaa ami^ ^ t:- 

i. mteRt ^ 3 iNtR?T ^ ^ sfR ^ Rl^rf^ ^ sfR 

^ ^ ^ ^ Rr^iR^t RRf ^ cT^ tor v4i^^ii ^ ^ vieM cR |f stR 

wA R 1e[^ MIC- 1 'M R 6 ( 1 ) R 

t?fr R ^ ^ ^ ^ ^ Pl^lRd' ^ R ^TFJTdt R ^ ^ mic-iM ^ ^ ^ 

|t;J 11 2011 ^ iJcT^ 'H|4 u 1R|<1> ^ ^ RRf R ^RTTtJTM A 

wrRrcf Rrtt w 1 

ii. mte^t ^ 11 2011 ^ ^ ^ 3 im 3 iR^q^ ^ ^rfrr 'hr^ R^ief 

R ^ar^n^M/'^cTic^Rif, 3nct^ ^ tjit srjffR t?ft R ^ . 

RtijjcIcbX w\ ^MlilltRf^/Mil'lcKIIsfr 3fR cR ^ ^ 

^iRrjw R 40 R Rfter ^i 3!^^ ^ 3 ot^ <f^T 3 ^ 1 ^ 

tori. 

iii. wteRl ^ 'm^ Rm 0(3) R 31 ^ 3 n^ R 3 RfMk wcr^ ^ ijcp yRr ^ 

RpfeRr 3 iR TfT^ RgRT ^ ^ ^TKir^M/'^cTRRfl ^ AiMd&T <^i\i \ 

iv. MIc^hM P l ^H I cfcf f R Rm 6 ( 2 ) R 31^^ R%f R ^^RftRr/^^rTM# cR 

^ ^ ^3ncT R ^ ^ 3!^ R ^91 tor w 9iy R> ir 3!^ ^ ^ 

P1^R ^/ 3<^KcR | ‘ cR Rfcrt^ A R to ^ ^3RR ^ ^ ^TRT? ^ I 

Rrafe^/'^j^wRi ^ ^ ^ 3fR ^ i?Rr w RrtoRr/v3M^ R ^ 

3fR ^ ‘R ^ ™ ^ ^ ^ I 

V. me^M R R Rrh e (4) R 3i^^ yrteRt A R Rrtotef Wi 

RftoR /vj^^Kct?!’ ^ ^mA R fcP? m\ "A^ ■ 



[m I—i ] 







, #i ^. m. 


, #1 w^. 


4 fcH4i ?FT^ fe, ^stePT Z\^, fc^ W\<^i\ #1 


mj^3M ^ ^ciit’=iiPich ^ cp. f^., wn^. #i 
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#T OT. 



12 % ^ 3PgI^ W^TT ' 






qar^ ^ t I 
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[ 1—1 ] «(TOT 5 



mm i? 5 T ^ 

1 . 


2 . 


3 . 

A'iKlelK 

4 . 

ft. ftt qel ‘jidl fel., vioR Wftq (q.H.), qKd 

5 . 


6 . 

■!;iiKKiRgiaat:-Eg€ic:-«;cjKaEBc«i«^nKLa:jc»ag^iBiMBMBim 


ix. WiiN 3i2}czrcRajr ^ c!ic[ 5 R (i^^i ^ t\) xft# n!(Hicici) WR3 ^ ti^ir 

^ Rcdl UI'I.M''!. ^ (jflltil’il 8ft I ulfti ^ ^^iiancT ^ 5PftviHl4 

tfH ^i wiRi ^3^ ^ mw. ^i w ^ ^ MR*&d wik ^ cTO 

3 T 1 SIR ffttlR 1 !|Rn W 8JT qzftfft) 3nftqq> ^ 8Jf ( 1 ^ 8JT ft> «IRR SIsfaraWT 

cfrH^ ^ ^ f^ ^ 3 ^' ^ w gqcw t i ^ incr Piqld*)' 

8 IF ^3j^ fftjqr fft> 'jwr qisqM ftqjngcft ^ 3 i^-i ^ % 7 aik 8 qft 
SZJFT ^ fqsnft^^qftuiraqj^^t | 3 Rr:#T qPT.JFT. ^ ^ ^ 

Prafe(8f/g?qi^ ^ l^qr w ft> ^ menM f^ra^racft ^ aig^ ^ % 8 ^ 
^ % (3) ^i fftqj qq ^jc^RgjfHR straws ^tpTT/qqfqr qroq TRgq q;^ 7 nf¥ 
qrfifqjT^t f?T qicT 8r fftqp? qi^ ^ qqr qpT.q'q. ^ '«6<j|<fl i^rafq^/wnqqft 
qft qrsiR 3I8tcqcR8n qq sjqfR qqFT 511 ^iq5fn t I 

X. isrfslqqft ^ fftl^R ferq^ qaiq?!^ SRI IR^cT ^ ^ 3niftl%l WcRR '«l4vj|p|q) '515^1 
M ^ ISSOT qRiqi M flciq^ ^ tg ^ W I 

xi. qil^lRiqq) 3IR3 xRT qq ^iRsqqft H^lPl^^lwq (^ vSt ifft an^ 'ijs W) ^ 311^ W 

SJT fft) q? ulfq aiql^r Bfld 3 q^ ^ fcPJ SHS q^ ^ addiol ^ hM qft 
cqqw q>^ I 

xii. antqqj ski eft 3[^ 'HiHMd; ^ 1%<sraf (lA ij ij 'ft) ^ siwr 

'R ^IRIT ft ftq? cRg qft vJdJKH RFRI aik ^ qqift ?18n ftttft qft cTO 
fftqqcft 8 ft mfftj qs w eTOT 511 ^ ft> qqi sTcq qifftfq % JpqcR qiqqM 
?[cq) qftc 3 ^ qkftr qft Sifft 'tiHi'q q)'(ft ^ ^ qqt'd Slqi I 

xiii. q? uftq 1 aidei, 2010 'ft 30 ifi, 2011 qft aiqfir (siiq aiqlir) ^ fkij qft q^ 8 ft i 
qsiffft, «# fftqkqq ^ ^ ft ji^W qft wq ft ai^tcT, 2007-qrft, 2008, ai^tcT, 
2008-qrft, 200, aider, 2009-qrft, 2010 qft aiqjtr aik qiiq aiqlJr 3 i 8 jkr 1 aider, 2010 ^ 
30 Ip, 2011 qqj qft aiqf^ qifftel sft | 
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^ ^ ci5t 71^ 2ft I ^itg^ ^ ^ ^ 3?ften‘jBK ^ ^ ^ 

^ch 'R 1^ t ^ ^JJHT ^ ^ t flcT^. 

^ ^ 1^ W t I ^ ^ l^n t WIK ^ ^JplT ^RTcTT ^ ^ 
W SIT ^ 3n^IR ^ ciW ^pPTT ^ 3nfm%l WKfM 

vJMdW^ I 

XV. ^ ^ ^ ^ ^ ^ 3nci^ ^ ^ ^ w ^TT 

t 3T2M ^ 3RT®IT ^ § 3TST^ ^ ft ^ ^ t ^ 

ft '■' 53 ^ 1 ^ ^ 3 n^ 

xvi. *** ^^^ ft fft^ fero ^ar^ 1 «ht ^fmftt^i armR ^ ^ 

^ t Tnfft^ ft fftwj^ ^ ftWk # t l 

fftte ■■ 

7 . 3RT ^TST^ ^ 3T^ 

^ar^ ^ fft)X[ ^ 3T^ ^ ft fft’^^rjiTR f :- 
ft, ft^ ftl^T^ ^ ^ gpiste 

• ^ cift ^j^f>3n?T ^ ^iiilR]d ^ srrft^ ifT^ srift^ 3T^ ^mftcr 

13j^ 3R^Tte ftftrftM ftt ^ %,\ 

ft. »TTftg 

• Tnf^ ^rftftrftt^ wf^ fiTM ^ 
fM^ ^ ft I 

• fftj viTN ^3TTcf "ftftftt 3T1^RJ^ ^ TM Sfcllft 1 3Tft^, 2010 "ft v^, 2011 ^ ^ t 

q^ qft TT^ 3TTft^ ^ 3Tfttqftt^ 'dMl’ci'i^l qft yfft ft ftffT t ^ 

smift 31^, 2010-^, 2011 ^ ^ t I 





I’m I ■] ^ 



• wt( ^ ^ 3 im arokr ^ ^ ^ jr 3 g?d^ 5.3 w Bc^rtH 

te t I mtet ^ 5NI w ^ 3ra1it aik 8# ^ arafe ^ aiq^ f^R; 

^ 6it;ei Rill t I 

• HifstiR^ ^ ant^cf^ 5RT 13^ M ^f ^rraiRa aim arafit aiafe aife, 20io-J!rf, 2011 

(12 Jnf)^i#TTnF=!)t^=!>1t I aicTOT, inf^^ ^ ^ ft'^ 

1?^ ^ W 1?^^, 2010 cicp aifeR^ if ^ SJT, aiclfe 2007 

afk 2010 fra ftdRci cR fl I ^ R). TnftRir f toi w t anf^ f q 57 ^. 
2010 ?raj ^ ft c[ji vjrara^ ^ ftrai v 3 «ift> f w^t f? ^ 

RraiR, 2010 if ^ Rrai I ^ araHraf if raratsH ^ f # if jntoi^ f 
ciif) ^ Rtit t I riraift, 73ro6[m7i?t1%f7iaira^ g^Raira d raralRici airaf f 
1 ^ qlMf'd araM f wra airto gra ratw aira?r arofi^ ^ «nrai t 1 



• Rj TirffciiT c[5T apflqfra wcRra t ^ffR? §raif dra aicrflt aratci ajft^f, 10 ^ 
‘ 11 (15 w) d fdlcT ^ t I 57Tii dfra arait f fgci nra arafe arffa, 

10-Jnf, 11 (12 w) ^ ftftcT t I pif aicTOT, anf^ f tjtI^ f rara anf ^ 
anf tjra ff mra araM f an^inte angif qff ^ t aik q ft ti? «i?iraT t 
mltfcDlil d a 4 (risj qra Rill W t I 


• % ^j^raratra f airate dqftw qq qira toi t ajk anfq^ f inter ^ atrantet 
WOT f ^ ^ ci 5 t qf fteirar nn df tera raeFT qff tel w t I 



• Rr 5RT raPR afR gif KoT anfran nn artetk ^wnran ftte rntei^t ira 

fM f raft rairad f anram; rra Rt rat; Rrar teraf f aigraR raff t i snfrara f raira ^ 
raff 'rptt raff t terf ira ras rarait ra^ Rr arratrate rarairaran if rafra ■# raratera rairara 
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I I’ak I 1.S).» . I ) 


^ ^ ^ t, ^ ^ OlfclcJiT ^ ^ ^ cfTT ^ 

^ t 3nf^ I 

« fcff^lTFTcT 3fk Uc^R^d 3fT^ fiRT^ ^ ^ STT^ 

^ w t I c|5\ 3n^ yi^ ^ ^ 

^R sirj^R ^ RrT t I ^ ^ STT^t ^ 

R^ t I wi ^ 3Mmt 3fk ^ ^ yR ^ ^ ^ R^ 

vsR 3TyR ^ Rfy ^ f I 

• ^ W\ <FR 3fR Ff yyoT srR^ ^ 3RWk RR^ 

yrtei^ ^ ^ ^ TOff ^ ^ ^ R?tt RR?ff R t l 

srR^ R ^ ^ t I dRd R RdT R^fciRsia Ry%i ^ 

t : 

yj. R? 3rR^ y5\ y^ c^tRr^ ddnyy R^tR cf^ ^ t i 3id: ^ yR 

^ ytyRydT yy yryr y>^ yy y^t^ y>rdy t i 

IS. wn ^ syyid srfyrR R siyyf^ y^ ^tcft R Rn? aryyRt y^ yjR yyrRt 
yRd y^ t yRR? ^ #? yRr^ ^ stmr y^ ^ y^ y51 ^ RRyyR ^irft^ y^ 

R?ftt I 

y. yyr yrynyft ^ Rj^ yy onyidt y^ wm ^ ^iiRy R^yr yyr t yi y^ 3fR ^yR 
^ yr^ ^ 3TTyid y^ yt yrdT R^ t I 

y. 3Ffly%T yTKRT yRyRiyT RyR y^ ■y^ Rrd y^ sfR^ ^ yRw Ryr 11 

yiypy R yR^ciy yy ^iraR m "R ^Ey^ y^ t R> yyr R^ yy yyr shi 
^ py yy dyRy R^yr t yfr M ^ ^RvifRyj ^ ^ yy^ t si^iyr y^ 3?y^ 
^ y^ yR yy Rjyr t i ^dffyik m<^i^\ ^ yrm ycpy R^ 

^?}t R?^ yyy y51 y^ t yy!R> y? yriy sryR ^ Riy y^ t sfR 

yyy*fy ^ Riy ^Tcry—^Tcry y^ ^ i 

x[. srRyyj ^ yRyjfcRT yiyyy ^ ^ w ^ #? RyR y^ y^ yyyr ^ ^iRyy ^t yy^r 
yy cR^ #d yyw y^ y^ t i ^ yy #d ^ yR ^ y^ ^5^ 
t yfr yyeH i e# wy siyR^Riy ^y^yyyy^y^y^yyiyy 
f I 



l-^igrTg I ] _ TO. TFSPrST : STOTTOT 

H. %%i?rr Mtt armicr ^ an^ ^ ^ f^q^or ^ t i 

• gf? ^ g # ^ ai^ : m MR?t ^tra 3 m& 3 ik e# ^tra araf^ 

3 f 5 %T t I JTm^ ^ ^ am® aife, 2010-^, 2011 w 15 hi? ^ ti 
aniRtp ^ siTHiR 2010 lara: 

^a# H? ^ 4 wiw t an^ ^ f^ irfM Rm cM 

Pm? RTH? cPT^ aite ^ afk ?p[? ?Rfr anqcp fen an i 

sfrPmjrft ^r PinT cf4 2010-11 ir Prir %ht t nfr nR ^ ^ W to fe? 
g't 5JT J af^jOtf t % HSlft HR if RHRT Rial H5t RRI 3ra)?t ^ RiPiR TOT t RSJift 

a'ti'h aifRi^ c|fr Mh RH 7 t tRfj 8# aic# c^ rh ij f^ ri^ Rlf^i; ^| 

• 'ihIkihi H^irtiKjgi: q? Ri't) ijic'i'dsft Pl<i*iiqcil ^ Pm? 5 RI aT^HIRR 1%^ ftHI ^R 

4RftRtMHRH^Rracf5t ^Ran? ^ t i cnfnm arra c^t ^Ran? ^ PfgfRn 

^ ^ atPmrf 4 rtr a# 4 n^ i PRp^ter ^ amn ^ ih an^ fi 
!J?Rf Hit HHfHRT ?sjT H2n?m?iT itP i) aMt fenf^raf ^ ii aRTHs} t: 

R. an^ ?T^ afk Rra c[5t ^an? ^ an^nn^ ^ rrt sati hr shfr i 

* 

R. HR? ^ RHf^ TOTR? ?T 3 RR ??KRf ^ HH TO I 

H. aUcHR afk RHs}R?f 13?JKch c[5t PtR^ #T Hh! Hlf^R | ■ 

?. wirarf RT^arHWk rh^rt ?«? rthf? ij^/W? ?)!?? ^ rrJ nRicft i an^ ^ 

amWk RTORH ^ ^ RT RR?r t % arPM; ^ hP^? rthf? aik Pmf? #i? 

WTT RT ^ mk t I 5 ?^ aiRTR, ^ Rfrorfe? HIRft? ?^q?H RTmiR? ^ pRf? 

cP 31 ^ kt ^P?T f|?R 5 HaiRRf Rt HH? RRft M ?Tk cf ai^ft fk#Rlf ^ RJp I 

?. anc^^uRt? ?cf) fkr t k kn? M ^ PihIcirI' srt anmi^ PtPmH ifk?T 
k ^ R^^RRlR pi ami^ ^i Rtf rir af?^ t i p fMt it hi ?? 

RH?I^ if 3 RWsJ t k ailctRR ?Rf kkW 13 %?T ^ it Hprita RI RR Rif k?T TOT t I 

• Rfro Hfk k pan? cp airaR cp rh ii an^ torrt r?i? an^ if toP? ftcfn kni 
p t I pn? cP anjHiPiR ariRf anf ^ p irt ^ nn? r? Pi ?hr®i gRr^ p ?sn 
k arngafRi cp fk; RktgRR cp rri amgi^ yRfcgp giatt pt ■Pt ^ any i 

?k ??ik ^ anklR 

8 . -qp URt? aP: atpq P pRTpR t :- 


2679GI/12—2 



THE GAZETTE OF INDIA ; EXI HAORPINARY 
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^ tTciJ cm w t ^ aft^ am^k i t 

3 H 1 arq^ f^'qf&rat ^ ^ aRwJ t; to Ppp# aft^ ftfrot qq 

Hj antf^ ^ M TOT t ^ w ^ ^ ^ 

Ptfet qfr ^ qrftrq 3TTTft t I 

^ aifinqtRi ^ arpR ^ 

2010 1 qp, 2011 OT Ci5t t 3Pfw%T TOR^ ^ ^;hM, 2011 JRT ^ ana?| 

qi; f afR iRifeq 5T^ ^ ^ ^ ^ 1 ^ 

^ f?tte ai^aq ^ t qit_Tiira ^ to lara 

f^ ^i I ^ smRr" Rf?# ^ ^^151 

0^ ^ ^ Rff?^ ^nteRt ^ ^ ^ 31 ^-^ 

t 1 A ^ 3^^ arPffm ^ ^ ^ ^ ^ ^ 

TFKT rff Rffl^ ^ I Rfe mtoRt fM 3 RI 3 r#r ^ to ^ ^ 
f tof ^ ^ s[M M tor^ t 1 
^ato iRi ^ tto sTcritor t sfR ^ ^ ^ t ^ 

^g 5 f[c[ ^cl>!'il'^ t 311^1^ 3(c^^ \3 Ric 1 31^ ^ t 3jiR ^ ^ 

^nRtof ^ ^ ^ ^ ^ ^FfWT t I 

^ ciT^ 3 n^to^ t ^ ^ 2010-11 ^ toi tor ^ ^ 

31^ to ^ ^ ^ t I ^t^TO; Ti^ t=ttot to. 2011 p to w an sfr^ 

2010-11 n?r ^ toi ton nntoa} srnRr ^ i tor 
3 T^ to 1 ^ to ^ to naro ^ tot ton ^ ^ ^ to nn 

TTW t 1 to 2010-11 ^ tor ton nton ^ to tom ^ ^ Rrton to 
qtot Rnto tonf w 3igRm to t i 

to OT to to ^ ^ ^ ^ 

to nq to nn to I srjto t ^ ^ qatot ^ to to t f^ 

3 ntoj ^ topT nto t I ^ fto^ qatot ^ to tor t 
nm 3 nnT t l nft srtonj nEnR ^ nm 3M t nt t "n? v j^'Tn 

n?r ^^iFRT n?r nRnfto R<^Rr ^ 3fto 3nnT t ^ tol^ qamn? Ri^ to 
t Rj to torrton nnnq nn nto ^ ^ nnnqq to ftot ^ to afr i ^ to^r ^ 
toi^ ton to R? nn^ tor nn^ to ^ toar ^ ^ ^ qw 
qq^ to tot toto totor aSt i crato, ftoir qanto ^ ^ 3 ti?fr q^ 
toq^3m^qq^ftotf^qNn^qtotoqq nnnqn to tot to qtot 
tot t I ftornn fto to ^ qrq mRrto ^ Rfto q^q^ff^eftottow^ 
qq^ to qq nnnqq to ^ tot ^ ^ t yto ftototn nnK. to q^ e 

ftot. 3 tk ^jto 3ifto ^ qq^ to nq^ #to fto t i 


'‘TRfr "(Tim ; OTRTITR^ 


1 ^TFT 1„ I ] 


• ^ ^ ^ ^ ^ ^ t, % cRfr^H ^ ^ ^ Wm ^ t ^ 3Tto4 

^ ^ ^ ^ ^ 3Ttorf artarr ^ t i sforrar ^ 

^ ^alciu ^ t alk ^ amf^ ^ cj?f ^ mm t, 

?>Frfc^ oTTcJ Cf?f ^aM ^ ^ anct^ ipCfy ^'cl^K f^Rsfe IH v?rRTT t I 

^ ^ ^ ajsi^[T m\ cj^ ^ tj^ ^tr t, cm^ if 

^ ^ ^ ^ I ^ ^ an^ aik ^afcfmt cf?f #f ci^ 

^ ^nto cfjT ^ t, jrr^Tcfj^ ^ c^l arteJ ar^tan ^ 

t I ^ cT^ an^ cf?f cnte Mi w ^tr t, mm ^ ^ ^ t? ^ ^ ^3w 

"TO 21T afk ^ ^^Tcfjj STT I ari^f^ ^ ^ ^ prirRif ^ 

3rj?tETt ^ ^?TeFT f | yT?T ^ ^ ^ ^WTiajt c^ aj^lq-flil ^fHM 

^/fM?T c{^ ^ ^ 5 TU|]^ cj^ i]iRjct?i vaia TO w ’Him f ^ 

w ^g;TO m mnfh t i 

• PiT^ cT^ TOITO ^ ^ TO%f ^ ^ f ^ aTRl^ ^ TOIK^ Pffe^ c^ ^ ^ 

^ pfTO ^j?r t I fMr TOtft ^ if tpjfi^ ^ t i zjrf^ z^ 
^3 t ^ 3n^ ^ TOffe? TOITO ^ TOtfr fM^ ^ ^ t aik ^ 

^ w t I 

• ^ ^ ^ ^ cfjT ^ t % fl^ cj^ paii^ zyy^ if tei 

^ t, f^qejcg ^aw[^ C^ TO^T t I TO ^ TOZar ^ t f^RT^ 

carrot c^ zzim ^ ^aro ^ zrrite ^ 4o f^ to wi f^ mu ^ i pifiro^f 

^ m^: ^ ZTTte ^ 40 TO ^aTTO^ cf^ t c^ 

umuii mM mi ii i ^ to?r umiii 

^ |a{T t ! TOOT TOTl^ ^ ^z^ 

ffffitp|>?l 6 KI Wcf 

9, TOT TOT? TO ^ TO TOZT t 1% TO^T TO arnWta WTO^ syy ^ ^ ^ 

^ ar^^ arsyf^^ar^,^ io ^ 11 (15 m) ^ ^ ^ toz^ t fe 

TOfro TOTz^ Mmu i\ urra ar^ z^ MMi ^5^/aTtzT)t f^fter ^ ^ TOt to? ^ 
TO^arto TOTO ^ ^ w TO pjft M ^aTORf z^ Mm tg gc?r ^ ^ sft i 

10 . mfteft ^ Mimj t TO%T vazT^TO ai^M zy^ ^ fero t ark to ^ to^ t ft 

ftr^ ^arzTOzr to ftrikr anro? to pito ^ ^ ' Jift-ll^d i z^ to^ zy?f TOrfror z^ ^ 
^ ^ ^ I ^ z^ ^arotzT PTTteiit ^ arifaTrjfTO ftrikrro z^ TOzit zy^ T^ftr? ftro t afk 
^ i-^n-w ftrto TOff ^ t fftfTTO PTZfOT aroi ftrwz^ ^arzyrof zy^ ftro toti t i tot ^ 
pr t, ftkk anzTO to ^pro pjtot ^arzirot zy^ to ftro tott to ft t MM mm to 
TOR i-^^\ TO totW arftr^ tootr uM \ tot ft^ ftrw^ ^arzyro ^ tot zy?f 
mMi ^ Mu aTTcRw ^ ^ t aTTOTT ^ ar^TO mumu M toot t arTOiT 
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^ t ^ WlR) 0 l' 5 l ^ ''v 54 ^ ^ 94 f'' ^ 3 TMR ^ ^ mR^iFH ^ 

t I 

11. ^ m ^ sicrflt ^ cf^ ^ t, ^ ^ 

tiRfeiM ^ w t 3fR ^ ^ sricj^ 

^ ^ ^ ^ W t I W^ 31cTM, ^ ^ ^ t f^ ^ ^SfRI 

c^ 3^5^ ^ W^ 3f^ 3lte, 2010 ^ 2011 ^ ^ t ^ A 

c^ ^\i, 2011 ^ 3TfcIjt t ^ 31^ ^JpTTT ^3#T ^ f^fecT UM cl?f ^ ^ 
f^ w^tM P i ^H i j>H i \! '^i4vjiPich sf^gr w 9iT I ^ 3^^, ^ t 

CR^R TTR^ ^i ^ ^ ^3TR -iJl4lRld ^ SH^ ^ Rff^ 

t I 

12. 3n^ ^ t f4s 3 tR(cIt4 HIM^'ST ^ fcrt^ ^ c^t ^ 5 ft 3fR q^HR *ilH^ 

^ c^t ^ 3 fR ^ wjRlftici c^ Rcf^ ^i ^ 3 ^^ 5 jr ! 

13. ^ cT^ qq ^ ^ ^ qq ^ t 

yiiterft ^ ^ t qsrqj^ qr^ ^ | 3 n t w 

^ cTTte ^ 40 CRI f^ter KR filRT W 2R fuTH rTTte qST^ ^ 

qq ^ I ^ fM q^ ^ q^ ^rmq W11 

7T. f4qwi#t ^3?TR ^ ^ ^RR 
STR ftdq^ qSl0Kl ^ 3ii^ 

14. IBaejcS q&10RF ^ 31^^ ^ RfRT^^ f :- 

ffeqq q|^ ^ ^ q^. ^ 3 r#t 

15. ^fe^R ql^ ^ q#. ^ srjte Pihij^r f :- 

• q? t f 4 ^ W ^ RqR ^RK 3 T 1 ^ t qqH% f^RRl#! ^Riq 

uim ^3fR qqtff sri^ng^ A 3Rqte Riqq^ 3fR w ^i nR+iiRa rr t 1 

qRT ^ q^tqq ^ yqlvHdiy} q^q ^ 3rT4t RTfeq qq ^ qR RRT #? q^ 
Rq^ M ^ |q 3?RRff ^ 3TOT ^ t q^ ^ q^ ^r;M ^ R? q?fT t f4^ R? 
gqqr qif^Jqqft ^ Rn4q tg ^ |3q t ! #? ^ fcRN]?fR qMR q?r 3nRm qW 

^ Rr?[ 3R? ^ ^ R? q?fT t f4^ ^ ftqR q^t f^RRl^ ^RK ^ 3TOT ^ wTRI 
Riflq iqq^qq^Rrqq^qq^q^t ^pqr A #? f^ ^ R?[q^ 3ifiiq> f 3jh ^ feR 
q^ 3T^ vdt^iq t I qq ^ qq^ ^ R^q ^ ^>■^41 RiRcff qq ^ qqj rrt qq ^ qq^ 

i\i f Rqf 4 ) qq;itqq^RRTqq^qq^q 5 t RiRft mi$. 3 fR ^ 3 tr q^ 

f r? q?fT R^ t f4^ ^ RqR ^crrMr rrt 3TOT ^MR t I ^ RqR q^ 





[ nFT I—1 ] 


—_ » 

^ 31^ arjffqWf ^ 3Rcr-«i<;ci ^ ^ un ^fqjfn | 5^3 

IW ^ ^ cTajT IJT? ;it TJi)5 ^if&rf^ ^ ^ f 

^ ^ T?^ c^t ^ It '200 5fl^ arilt^ t I Ipi^enr ^ lite;^ ^ ipi 

3 M, c^t iteil -aik 800 toT./;jii ^ ^ ^ ^ ^ ft fetr 

^ ^ g I 3n^ JEftiT 5M ^ Ijn ft ^ ^ Jfl^ fk kqn cPI f??R 
'JW?iT fejT ytt 'tjcp cll f I 5 ^ JRjR llcf-S fk (^-l ’(ilt||'(“l ipt^^ ^tf IJH ft IJ'P /^ 
^ ^ ^ ^ W 'Je<4<10f vIcHK t I ?I 6 ^ if IJit ft IJ'P /^ 

^ ^ c^ ^ fk fiTR ^ Jtf^ i( x^ ptf^ f I 

ft^ ftf fkR C^ 3ikt?r # 1 ^ tl^lft 'JH ft Tjqj qtt if 31^ (150-200 JlfcRlcT 
3ikt?H) t I m\^\, q?ikijiifti>ipg5tc^k^ft<t?ktijitftijip^^^^ 
3rf^ t I 5^ jtw, ^ ft ijip, ij^i ft Tjip cisti Ht^ ^ ^ crafk 

^ t I . ■* 

• aii^iqci, if RttKifkr ISM? ^ ^ ^ qkmftcT TO 3 ik jfkif ^ wfff <^t 
3hM ^ t tmt ^ ttff ft ft IJH cp^ ^ <ft ^ 
6 ^ c^ giM f ?nffcr M t I ft ijip 5 TO 3ito ^ ^HmJt <ft ?aiicr ^ ^ f 
3ik ^3wr iPM i?it ft Tjip ft pip if 3il?|cp Btcp t I ^iST cpp ff anfppi 
^ ^ f ^ftlJipPTIJilftlJPJf 3tcPI pftcT ftft t I PF PIPT ff 

Pik ff ft 3tTPicT ftPcT ft 3ik(p appicf fkip ft ppt if ^ M t, fftraR f i 
^ ippipsff f 1JP ft TJip fcfpRiftp ^JcPK f pnk f 3IcPI Ft uPtJPT I 

4 fip ptPTcT ^ gg^fkf f sqftf 


16. 4 iftmeT ^ fS'tjJlut f atgfET ffp f P l HIpW t :- 

• apfpp) sm ikklpp 3tijpiPicp applet 3 tfp^ ft pph cp?f ft ypsiip t mff 
PIP pp krak^ ffPT pp ^ cfpi ffpRiftp 13^ f appi^ 3ffprgf cfjf ^ 

ffp 3pfp^ sm 3pppf pf ppfpupft pft 13i8ipr pf pfff ppf pij 3PP1CT f aifcpf 

ikiT ^ ^ aippfe t I 

4 4ipi - ipift'tc pp ft ipf ptp 4 ftitiise futf'cti. 3 [rr 4^ ft atk 4 ffp pp 3 pkkr 

17 . fiP ^^ 53 ncT fpjft aifipq^ f pp?et p^pipt 4 pf ^ ft Ptmi t ff fiofF fk fkfp 
fylif fk Rp>P f PIP 4 ft uPPt PPPI 4 pf ffpRlftp PePK 4 PTPt 4 31 eIP PPT f 

fyRR>t gfe anfp^ 5 M pppp ?M ppi appip aripiff 4 fk fkpp 4 4 pI1i?t atipiff ft 
we w 4 3 icip '«ap)-( ft p 4 4 I pepipp n%pf pap argpptpt 43 fppf^ 4 fp 4 ift 7 



BX'IKAORDINARY 


[Pakt 1- -S1-C. ' 


f^3it 3ft. ^ ^ ^ 

^^RkH W SJltPR ^ ^ 'pencil 3^ y 


OnThnte — 


miR ^ ^ 

sitem ^ ^ 

(gr.^ f^.. ^ 


18. fto #T 1 ^ ^ ^ 'I^ ^ ^ ^ ^ ^ ^ ^ ^ 

qft sfR ^ 3Ifjtg .i^n ^ PtHi^l’HI. t :- 

. .1^ ^ ^ ^ ^ t «5 ^ 3nf ^ sn^5^ ^ 

t ^ sm KoT mm 4411 ^ sRTfe m\^ ^ an^grf^r^ sn^ aCT-^ 

™ f I .OT- Hn ire .resist if 3RnsJ f w .iH ^J?Jtn 'm ^ ^ ^ ^ 

3n^ ^ t i 

jt feg ire 3Frfw 


19. ifiip. ^ t.51^ ^ ^ ^ ^ 

ifci ^ ^ ^ % *i<^Ri qi .1^ .ci'tilf’i 'rep. ^. (Pi<Hi|) 'j.i 'it 'P. ^ ^ 

ii^if^ ait. 4 ftre ire 3if^ ^ ^ f^'ngre. t '- 

• crfnR ^ ii ftre.1^ ^rere ^ ai.'ite ^rew w ^ i t 

S a.sM'ftgre^^^^^ gi.^t ^ .m ^ 13fR 

^ ^ c^ "^T^ ^ 3TOT WIT ST^rf^TcT t I 


t 

f 



[ ^ 1—I ] 


^TRcT ^ TTSm : 37TfTtTR^ 
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^ ^ ^ ms Tpi? ^, ajk 4 4t ^ gipiT qiii^ ifi^ (tm 4t 

^ aiR ^ f^ 7p^ 3q#r - 


. 5v5^ ^ 4>I§6J>^, 3|W 4 ^ 

^). ^ 3k 4 ^ 3f2^ ^ f 


^ ^^fkr 51^ ^ 4 f 


• g™ 31 Tc| 5; ^ ^ 3ri!mi?l#T W CT ^ ?nfef ^ ^ JIF W 

^ t % ^r ?ni1?ier arfc^ ^ ^ f i ^ 

ws ^ ^ t f% 51^ cWT 3R art^^Risfrr ^??k ^ nw ^ ^ 

^ I ^ ^ ^ fMr ^r ^ t 5 ?ir ^ 3 Rm ^ fMr 4 ^ bc^ jf 

dHHlC'S B)ig6|'; eft^ anf^ ^ ft?tW3ff B5T ^ t eft 3IB<lluld ^ 

aiW'sl ci^^gfe cf 51 sft i bbw ?M 4411 ^ ^ ^g?f ^ ?nfter f 
^ apjjrficf? TOsjf gM t arPlf btb^ ^ ^ ift an^ # yfr 
^ 3HI Wj^0 Bgraf gM ilT^ ^ # I BillgJit 3TPM 31155^ 4 ^a%r g5^ 
3 iR ^ M uftteif cpr 3 OT cffT 3 iton#i vrbk ^ t i jw; 4 

‘*’''^‘' 1 ^ ^ ^ cpr ^ g^ smi^ g)i 4 jpTi# g>i 5 jc| 5 c;i g)^ ^ 

|efTgT ygg I uig aTTJfUftg) 3lf^^ aftg ^ gpfl aPRufgf g)t ^(lit ggl^ gFPT 5g 

^ 3 TOT ajT I 

• Qg! '<l#T ^?TIg ^ g?faH uTm ^ %(R1#r ^?TK ^gRgJt 

gferl ^ 'Pi^gg cf?r arag ^ WBI gifl^j ggff^ g ^ ^icBigg ^ t ajk 
^-^... 1 ^ t I fM g 51 gteil fM at^swtg ^ ^ ggj 

B??g^ ^ t 3 f|g arag-araTT gta^ ^ ^ wt qg ar gif&rfbgtij m 

^ ^ ^ cn^ BIT I agi^'(uiis!f gf^ fe- vg i ^Hiiti ai^ 3 M. gtei^ ^ ^ 

^ g 51 t efr gejFT gg arag-arag gtei| gn gst^ apg ^ jaitii 

t^R t I ajictgcf? gM ^ ggi gtgrg w gRRT arfw t aik ^igflRr w ^ 

^ ^ ^ ^ ^ t I ^ 

^ ggcg u#j R-qKitftg gtgrg g)f gRgiftcT g g^ ^ aPHl^ 

g| cPT aqq^'g ga gg?g c^ gtgig ^ gig^ giT yui-ARici) gijti ^ gnftef g^ gjqgr t 
fergg^^wKg an^ iMgff^giT^t i^BcftcT^tfe an^ g^rTg 
f^tgiMg ggrrg g 51 ang^ ^ ^ ^fiif®g ^;ggT ^ eft t l anftgcp paw: gsr gftgg 
gTeft 'H'g <6 ggg cPT cgTBR gj'idl t fuWeft fclg g)^ ^Hlg^ft ^ gog ft ggft ifr l ^g^ eft^ gft 

t I gq^ gft sgR ft gi;; mtei^l gft fftgRi#g ^ graft ft 
fkrrfeTfecT cf^l' : 

O Ki^*\ gM uTkl^k 3fg1^ c^ ^^iRd 3k "^T^ 4' SH^J^ Tjtal 

f4k ^ 2.5/3 M. 4 ^ c]^ Tta^ ^ M I 





o 


o 


^ ^ ^TSTT 


OT*ra 3 hM ^ aiH ^ ^ iq Wi^ 3n^ ^ ^ 

*»r^M«# ™i w. p « 

otsA 4 ^ ^ t W ^3RR^ ^ 1^ ^1 ^ S. 

■wfe A# ft^Actraft ^ ^ ^ t ^ sprafSict ^ f^ 3n^’#ra’ ^ 3^ 

TS ISwT, it, i*, * *< t >*« >"« 

t I 

• T^f^rmAnFi ^ ai^ ^ grft ^ : 311^ ^ ^ ^ ^ ^ ^ 

iTWira^iS'ii'^ ^ ^ ^ t 

^ ^ 311^ ^ app^t 'R ^ JRl ^ ^ ^ ^ ^ 

t I 3ici: aiA^ ^ 31^ W11^ ai'Mltni'! ^ yi'ftW ? 

^gA ^ 3H#i 

21. q^_^3#Ji ^ ait^ ^ ^ ^ Ayl^iRsid aifte f^K ’A t: 

t A; ^ ^ ^ ^ ^ ^ ^ ^ 

A% ^ araifim, apAfira aft^ aPira^jPR otA ^ 

^ ^a*m apAfer ?pA A airaR ife ^ 5l'’!£ s ^ 

tifA OT art^ A smrnm ^ ^ W ^ ^ 'ato 

qpn I aito^ ^JPK 3TO ^'J# ^ 5Ptf^ ^ 1^ ^ ^ 

. C^ 3W ^ ^ ^ ^ ^ ' 





I ] 


'TOT ^ 
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^ ^ ^ ^ ^ ft^TRisik ^ :i%M 3?^ t tjfim 

^ fejfT w t 3ik JIF fe fJlcRW qF?tr t ^ IJcfJ qg piuul ^fjmu 

S ^ «[c™ ^ t ^r ^ 3Rq^ ^ 3f^ t l5WOT^c^3miR^ 

^ ^m?iT jpifl^ tf)in5 ^eicPK ^ if? kMf Fff feji t f^ ijcf c^ ^ 

^ ^ t/wftF M t I an^ ^ 3 ?i 5 M ^ ^ 
3ik cTsn J|ftiI?T C^ # ^ C[^ ^jfTTTrT injf^ ^1 jp, 

^3MF ^ ^ ^KFKT ^ C[T^ aifeu ^ t 3iT^ JIFTcfJFT 

^ I ^ ^ fM qpiFF C^ 3tHR IR ^ ^ ^ ^ ^ Wf^ Ff t FF 

\FRr ^11% ^ ^ wf tor t i 

^’Hc^ 3IC1NI, (Sati.fi qs)ci)i<l A gw'id q^ nFftfcT Fff ^ t i 


• ' 3 ® CW 5W cicf^ t f^ arrtef? ^ 2.5 ^ 5 fM. ff? ^ ^ 

^ ^ t anitFF ti^ ^ ^ ww ^f FT RiRct, teirt ^ 

I 3 IF: F?f^ ^ a# ^ C^ F ^ FF awRite 5 H 

^ @ I apft 

afk ^ ^ qMcpf ^ ^ ^ I ;!^ t f^ 

^ ^ ^ q? FFftfe q^ 2,1 IM. ^ ^ ^ 

^rkti t aiT^ flq^^ qHqjRf ^ra an#? ePinj f, w wim ^ wra 
^ ^qfMr if 201 M. c^ t^FiR id^ ^ ft^fr 1 q^ q^k srt 
awci 2.1 IM. cd^qji^ ^ ^ g^iljRiidi ariq Rik am ^ FRR Ff f I anWa? 

^ ^ ^ ^ ^ ^ ^ I ’kan^^ 1 qw cd qi^lW sk 

qF UFiRq qR 'H't’iii t cd aricRtfi ^ 1 qrqcR cd toRitk qqjK aq kkq ffk tR 

■' 3 cMIc;f qR.^ffcRrr t I cRfqpT urtor q^ ^ t«tot df qRqfk; qrar q^ qi^ 

^ cd qi^ d t I qt?f clef) aikM ek. aFRik t, aid aa sd)^ qaanw aim 

a&t I andaai d aia qa? acaia ad ^da? ^fdai aa dT qqiiaa fkir t alk 
aifwi q^ qgk ad wmi d arwld* amra cd aid d t 1 aw ciTa aa andaa? 
^aaaiaq ad ^anar d ak dad afta aaaat ad ainjfd adT aia aiwi 1 fdRi am qaaiaa 
aiM?^ FhT ?d a adaai^qq ardt qaaiaf ad dw?i aidai fdia 4 aiana ad arsaq kft 
I cRnfd, atikai pai qqafdq aiatte edadda qqaa qaaa ^ qaaiaa ^ adai tiai 
^ ^ ^ aiidaai_ ad aici aiai ^ ^ fdaddr ^ aimi ^aar a^i aa 1 ^a# 

aicnaT, aadaqi qaaia cd aiqq cd' a^dayR aiRdki aia adaai aa qqria ^ fd^ aia^ cd 
ieid aM fail an I 


• '3i?iciai^#d 1411 dqaat^cdqnfdHa^^aiaqt, addfdiasiaiaiFa^f 
aifd^ qaid d at^ dT qnfki t, ad dfdia siai anjF adf ^ aiait t. anda^p ^ lai am idi 
anaandt t ada a? andaa qaad^cdaiddtaddfdiasiai aiarg f alta ^aid d adi dt 
?rTfdR t ad dfdia giai akg ^ ^ack t 1 a? qaq |^ ai^ ani ^idfd^ aaiaf gRi 


2679(51/12—3 





"6 fM ^ ^ ^ ’M ^ ^ ^ 

IcRWraM p. V TnfVKT a "tKReT? ^'' ^ t I ^ 

^ 4411 ^ 3T?r^ cjincb>^ ^ ^ S!i J 

^ C^ 3traR ^ WIR ^ ^ 

3ran-3OT ^ ^ ^ ^ ^ 

-t: 3 ^ -ift f? 9 ]ft it S I ift 1 ^ * 1 ^ ^ ^ ^ ^ ^ cn#tft?TltW 

^ 3 Rrfe 'ft 2 jf: ^ 311^ ^ ^ f fftwft tOlHc-sl^l^g ^ ^ 

W5IT t I anft^ ft Tft 1 Jft ^ ^ ® I 

Tra ?ra ^if^ JPT TOsi t IftsiRisSftt fft5^iT Ri '?R5cn t ^ 

tS 3i^ ^mrft ,^ ^ ^ 31^ ^fTiTs! 

WIFR-. 3R^ ^ ft ftii; ri ^ t 1 ^ 

qiip;: >R ftf^ 2 (i) ^ 50 ^ ^ 

cpijftjT^wraft^^Rftt, 

'HRHR- Wt OT ^ i^P ^ 750 'ft 850 fftRT./'ftWftj^ ^ ^ ^ ^ 

a^n t ftt cp^ftt wftt ^ clFTcl 53 vtFTft tr? 

OT 3 t 3fl5 '33K553I ftt 555 ^ ^nftftt gTfftft' 3^ t 

3 i^ gfti 'ara ^ t ^ ^ ir TO5 cwi ^ ^ 

5mR 5f wn t I wM OT 5ft55 ^ ^ 'R te 557 ft ft 'J^ 


[vniT 1 ] 


TO ^ TTsm : 3miTOi 
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'fi4wyTff '^^ c}5^ rnfllj 0l^cl) ^ ^ 3fn^ 

3w t I ^ A ^ 3m^ ^ 3Tim t eft ^ cj^t ^ ^ 3Pf^ 

^ '^l41 3T^f^RT t I few ^ Tjtey^ ^ c^ ^TTEIK tR efef^ if 
3FcR ^ ^ t I ^ ^ c^ yite^ 3fcR cR f | afR 

^ ciT^ fe# cfR^ ejSt ‘m wfef t I ^ ^FRc}? cF^r ' ci r f^k^ if ^ cfr^ c^ 

^ ^ %^F w t ^ cFff^ ^ imrfer cr^ t I ^ ^ 

Pl^cl'i cTT^ fe^ll ^ t I 


^jTFT ^ ^ ^ cFF ^W.t, fe SFlteF’ ^ c^ fcTW WR ^ W*W^ 

vJF^ t, ^qrffeFF ^ "c2Tci^ W^TFFT" ^ ^ if t | 

^^^THFFT ^ cTcF^Mf ^FlfefeFF) ^ 3TFJR R %fR cFR^ ^ 

I ^ fe# t ^ \i^\^ cF?t^ cfcMW ^ cTffef^JTcF) ^^TFTFR ^ f | 

few FfiFFjR it vdtMIt; ^ ^ fctRft cTcFFftcF^f cTTf^lfe]^ ^f&TFFFR! cF)t 

^ ^ t I 5''M<^ STellcil, uRR^ M'S4 ^ vd^FK ^ ^ cF^ ^ ^Tf^FfeicF 

^^SJFTFPT t, few ^ ^ ^ ^ if q^^lH ^ ^ffe? I ^ ^ 

^■q6l4 ^HIMH cFF cFR ^fTcFJ^ f | 


• ^ ^ ^ ^ cFF t, fe \??fe gM 3FW ^ 3fer4t ^efF“3TOT 

^ f^ Fi? f 3ft^ feF^ omr^ t 4 ^ 

w Fferfer mm zmt ^ ^ ^ 

^ ^mfe? ?nfe 3MRT 3^7^ ^ ^ cFF ^ W, SngFTfeF 

3n^ vj^ ^ cF^^ ftfeF sr^tsTT 4# t I fertfer gtt^ vm ^ 3?^^ 

^nf^ it Vdtl4> ^ if ^fTFcF ^ if (cF?) mm^ C^ FRFT 3fk 3ff^ 

(^) "^(J^ ^ ^ W v3c^ 'im 'cFlfe^ I ^ R #t /t\ cF^F iFll^cF)! c^ ^9T 

^ ^ viRR^ ^ t 1 3TTte7 cF5T fefR ^ t fe ^ ^ ^ ^F^ 

cM 3FRITcfr ^ FRFT 3ft^ cFF Fm cW I it ^‘cR 3MRT 

^Ylf^ 1 ^ ^ ^ ^ I 

• ^ : ^SnifeF? ctfeft gRT vdc^lRd 3fk ^ ^ f^l'^lfrld if ^ ^ v3m7 

^ t I ^ 'dcMiql' if gef ^RMfet? 1ctYWF3ff, fetfefer pfe^ ^4 pkjtfeF^f, wf 

p4 wt^, vjw RR4 j^h, ^fm, feRR pef f^tfun eFsrr cpffcFRR tfjtt^ 

^ ^ if gepfer fct^twip t I ifej mm crf m^ mm ^ if mm ^ 
3rfifc[F} gwtf cF^t ^ ^ pm fe ^f^ mefe srm vsmiRd ^ 

3rfifc[T4 c^ ^ sFimfer ^ t I ^ PP mwT sfr? f^ 

pfeRfp^ ^ p 5 t ^ t mfe 3 Tfcm 3 gp^M p5t gp cF5t ^ ^ t -m^ m m^^t 

w^ wtff cFP pfer cfr^ IP mrm m ^ pfem, ^fRftPrcF5t, pp faM cfp 

mmtp cfr^ IP 3TOT~3{OT ppm^ m mm^ %m ^ t i 3 tt4pcF5 c^ pr^ if 

M PPP? ^ ^3W PW cFP mPW PR^ m P PR^ PP pap PKmfi PRRcft P? 




THE GAZETTE OF I NDIA : EXTRAORDINARY [Part 1—Sir. I] 

^ 3fOT-3iOT 5ra^ ^ <Rrai?r ^ ^ t i 

yitoi^t IRT vjfN 

22 . #JTH ^ ^ ^ ^ 3PJ 

cl) | jp | c|) ^ «ri^ ^ ^ ^ ^ wl'Scn'^ 6 M ^ ^ ^ ^ 3RJ 

cb i 4P i ch wafi ^ ^ feiMH'H ^^T?cR ^ f 3IT^ ^'' ^ W t I 

23. fctcRUT ^ ^ umpn 6 ^ w ^ hVi^ ^ ^ ^ 

feFN^ 4)!^6l^ ^ ^llPl^ t ^ ^ «IW^ f erf^ ^ ^ t ^ 

M M ^ ^ ^ ^ ^l4Plch ^ ^ ^ 1^ ^ 

ifl^ ^ ^ ^ f I 

24. ^ cl^T^ p ?JT ^m>Z p chMlftie ^v4tf^ ^3^ t fuTW PPtW ?TN 'M'ilfecT 

^ eri^ ^ ^ tor ^ t I ^ 3IT^ 

^fTt^ 3Tift c^ ^ ^f tor w t I ^ 

C^ ^ ^f (^) 6 M ^ 3lto ^ ^telt ^ W 

^ 3ik (^) ^ ^ 3P? cbl4PlcI) 6(M 3iqT^ ^ #11^ M 

4411 ^ 3T?nf?T ^ wirq t I 

25. qq^ ^ we sn^iifeT 3{cPT-3icrT 3fU ^teit ^ eqw i i 

qq^ eq^ ^ ftRe ^ ^ f^q^tcT ^ qqp^ ^ qfeffte qr Ri'ime^eilRicp 

wTtfr 3i^ ^ ^ ^ ^ eiwf q^ ^ qr^ ^ gq: 

TRnf^ eroi wr ^^j?lPiq'^ eeiR t l 

26. ^ ^uilP i qj ^eqq ^ ^ wq qq^ qt^ ^ ^ qq^ (qq^ c^ qq^ ^ eqj| ^ 
ftffie) ^ ^ T* ^ errq ^ t i qq^ ^ ^i ^ qq^ q5t p^ ^ per qRq^ q^t 

^ srtei 5TO1 Ftcfl t qqf% ^^iqq ftqW 3lPrqT4t Mt€|fc[ ^ c^jqRv ^ 0 ig: qq^ 
^ tor WTT t 1 qqtq^iq^ mRci^^ ^ eer^ q^t teR efw ^ t afU q? 
3Rqq Hui^et ^ t 1 qqw 4^ ^ qj^fe, eqHtqer q^sit snf^ ^ ftPR 

arjqqW ^ t I 

27. toq#q eenq #tt^ ^ ^ sfsqq 44 ^ ^rq^fe q#^ t i 

^3eK qq q^ #q4^ q^ftqR^ qte qS t i qitwq ^ qf^ 

13fR ^ wq ^ qrq^ q^ ^ q^qq^i q^ t I 

28. qrtoq^ ^ to ^ ^q?qq t ^ to g^iqi q^q t i s^enqr, 

Tfjqpq qqw q^ q^ qpqr ^ ^ fto q5t q^ qqq?f sito ^ t i ^irt q? % to 

WTT t qq^ ql^ qto ^ to qq ee^qq to 8oo to./qq^ ^ ^ wq 





[ ^ I-~73trg 1J 




‘|^(3M. g5) 4^4 ^ ^ ^ ^ ^ ^ I ^ ^ ^ 

>Jco<il^ 15^?f^ ^ ^ ^ ^ if ?#|^ ^if t I 


1^'^ f^flt^lNUjt^ ;j??R ^ SJT ^ fe?ir w ^ I feyw 

^ ^ q)a^ ^ ^ cl^ RtiT 

wi'iii-iH ijwK ^ sRw-^fcni jjcpi^ anguf^r g>) ijfir ^ gij ^ gpi^ 3i^ ^ 1^ 

f ;p!n,p^ if ^ 

^ ^ ^ t I ^ JFi^ if filfitRr #ftR^m3iRir>#q5tumfttf^ 

^ 3ik m aiPrap} wr ^ g5) ^ 

^ ^ ^ 'nfe^ sTRncff ^ ^ w rR? f«k ^ ^ w t 

^3w c^miNch FTOt IK airzite Jm SIcfl t | 


21 


^°' ^ ^ ^ ^ ^ t, fro ti^ ^ ^ g5) iif t I 

g^: W^lVIl PRtet/g?qRc[jf ^ ^ if <jRf^ 8 ^ 3lf^ ^ gj|^ ^ ^ %!|r f I 

31. grj ^CPI ^ t % an^ ^ 2.5 ^ 5 M.. ?ig> g5t gir ^ i 3 ?qi^ 
^ ^ gjicrr t % usk 2 M ^ m g5t 4^4 gg g^ if w? 
6 afk ^’iil cuj ^ 3 RW ^ artte ^ t i 5 ^ araigr, ^?fjiR jipi^ if rnsq^- 

^ g5f ^ if cjR^TR ^ if ^ t I 5gifeg w gw ^ fM 

I? ^ ^ grfef gggigt 1 ^ ^ f 

aiig^ct, ^ ^ ^ qm W ^ c^ aiwf-aiwf n^ w ^ g5) «tot t alk 

^Tff^KI gKI ^ 7]T^ ^leff Tf ^ ^ I 

^ ^ W t % W? if ^ aR5l4 ^fSiRUFT t 5^7 git ^ ^ 

gfgtgft J^g? ^ gnm t t git gg ftigr't 1 nifeg^ ^ 

gwig wwg iM m wgm ^twmaTfg^gkg^grg^gtaiit 'wgw g?^ gg t 1 

33, g i^f^ g(g ^ t gcfgig ft?^ t jrggg airam angst ftgRisftg wng t ttltg 
t I anWr ^ ftgfw aiig ^ami wteft aritg^rgi if gRgiftg ftgRT#! wng ^ tg ftwR 
0 antiR CR %gr w t 1 

34, ^gg> t gg gigi %gr t antggs gMt gw grqiftg aik w ttt t Mfcm ggng 

afgg ^ f | ^ if ^ gmi#igs Mgcnaif, ftftgW gfegr ijg 
sflal KiciTi, g gt sjTRfrg, gggg ftftt?m, gtgg, ftgw ijg ftwg gair gtt^ aiift 
iTO gmg^ c^ if geitk Mgggj t 1 gt^ ggng gqr airaiftcr ggng ^ ^ if ggng 
gtlwntggwgkgiftsgt^gikgRT ggnftcr gw ggng ^ 
^ t angiftg gig t gcrifg t 1 sjfg^ gjg gr wngg alk M gsf 
gRgggg t gg gntr t mft? ftfli^ afftg ai^ggfgf gt ijft gt w ^ 1 wng gr utt gs^tf 





^ m 3IOT-3IoPI ^?im 31^ ^ ^ ^ ® ' 

». 5, « »^« W ^ * 

31^ ^ ^ ^ ^ ^ 3irai^ ftttRl^ 'J^K ^ ^ ^ ^ 

**^^cl ^ ^l^K 

36.5^ vara g5i ^ ^ wi 

t##?! «n;- ^ 

v//V^^ I 


37. craift, ara ii 5^ ftw w t trft t :- 


y3c^ ' ^ ^ ^ Picpl^ ^ • 

5 RT flcl^ M«<PI^ ^ 

38. flcTO[ ^ 3If^ra ^ ^ P'lHItJ'HR t- 
»>pTtqra ^ 55a€1^ ^ ara^ 

fif^ c^ ^ ci^t ?St I 



[<rn i] 





• 3n^ ^ ^ t fsp ^ ^ araf^ ^ ^ ^ 

amiTcT m siM? erm tR M t i aicr: ^ ^ ijg> airara^ # ^ 

cfjRR 3 li^t;cD c[)i^ if mR‘* 1 I' 1 I 3 g?IR vaeiVl' if ^ Sirai t I 




• w if an^ ^ amTR ^ ifjpp ^ 3g?iR t 

a(|c|c;cf) ^ vjiitj aictj^f if 3)iiiia siSt ^ '(<JltoK fixji t aik ^'fileUi 

^Tl|cRT t ^ if an^ ^ UtlR ^ ^ ^ JPRR ^ t I 

^3Sff>T ^ aiRlcff stl^ if Rl'iltirHRft f^’ 1 1 ^ 10 aik \j 1 N ^^5>3IRT 
afjlpg^ if tilRci R)'4 i ’RI t f^ 3iiiiifl 5'oleik; to; ^ ^ oiR> ai^'HSJH 

fct^ tiff ^ ^ wtf fRi ufmfer gff Ig Jii^ kRi w ^ aik ^ f^ rtur 
t^ fkij aik ^ aik^ t^ i 3RK^ ^ qeiHi if annuel ^ hri ■r’r t I 5^ 
fcfTkt?! Rkm c^ 12 W 31? tJe^ ftRI t f^ '^3^ 3k^ 5IvJIR if aiRlIcIcT 
wi# tiff flt^ g?i t aik aiRte ciPT w? t I 


4 iNr- 


i«mKMggri^lEa«ji«tig i 


• 4ieH'M 3fJRR t^ ai^^^ 4.1 aik 5,4 ?9IT MltHM pRRRcff t^ Pm 2 (isr) t^ 3 Ri4cT 
an^ t^ qRT i^Pt" t^ ^ if prctt ^ amiR pff t wff^ an^ m ^ 

aii^latt) t I 



• iPmf k[ ^ tRq cl)! Rci: aiRict Pm 2 (er) ^ ^ ^ ^ t^ Pnj 

^?fpT if «r^ ^iditifl k 31? tp?^ n; imi PtRi t PP m 3n3ncT 3 ^ M^jfdHis^ 3 ?; 
ki kk ftkff ^^k?3i qff ir?cR nifti wptf3i k 3n3ii1cicT 3gk^ ^r tiff 131 ^ra:df t 
w tRg t^ tp^ epT 3n3ncT tp^ I 31? t Pf> 3ni^ 3 ^ ^ 10 , ^ 37 if 

aiit|t;tp k 31? vdcvio (cpiii f fk) vj'M'^ arjkm Rtpid ^ w<s I'tg ^ aii<iici PIri ^ ftp 

■RTPR I pRk fktkfcT 3f#f Rff m 3R afpnPicT wnJf gff ^ t I^rr? amf 31 ? t 
% ^ cR 5 tpT oqRR kRT afk ciw kf mRT 1 uim araPr k aik viiti araPr tk 

kkia ankatpf tk m: aiRiaf (^ tpRR 3 iRi?f ^ PRkw ^ w t 1 3nkaa> 
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THE GAZETTE OF INDIA ; EXTRAORDINARY 


[Part I —Sec. I) 


^ ^ ^ ^ ^ ^ ^ mm m i ^ mm ^ 

mi ^ ^ m wm\ t 3 fk 5 ^ ^ ^ 12 ^ 

17 ^ 3icT% ^ ^ wm I 

TT^^raW ^ gr^ 

• ci i P i f^ vj^ T^ 3[mRtr ^ ^ 

TTO ^ mm ^ t I ^ wrrfef wk ^ ^ei^if ^ 

3 TOT-^rOT ^ 3[OT-3i^ ^ ^ ^ srcq 3fm to yrar m 1 wk 

c[)i Tfjft cm^ ^ t ^ WK ^ ^ 3{Rm to mi ^ 3n^ ?f^, ^ ?f^ 

w Wm 3T^ mm ^ ^ ^^qrfer ^ mm ^ ^ 

Tfc^ I ^ 3{Rm 5NT m toRT ^ ^cqifef ^ ^ WK ^ 

^ ^ ^ f^ oiliMw ^ 1 ^HcM’ ^ ^ ^ 3iNicf mm t* I 

3[to ^ ^ ^ ^ ^ m f 1 ^nto w M ^ 

WK ^ P|ilid<J) ^ 3[RnW ^ (prist ^ siprist) ^ 11 

• rnirn^ 3 nto ^ mm^ m m^^ ^ mm m\ Rij ^ t 1 

m ^ mm ^ t ^ ^ ^ 'fw^ p^ sji^iiRir wprfi cf5^ t 1 ^ tor 

^ t fe 3Tto ^ to^T PTT 318} ^If pit RW RRT 3nto ^ m^ Cl5} to p5t 

t I 3nto ^ wiT^ c[>t to Riit p>t t I ^ WK p>t w 315^ mm A p>t t 1 

(srj^ m^ ^ ^ 3nto to^ wt ^ ^ t) 1 pt^ ^ rtp ^ ^ito 3 tt^iir 

PR ^ t I 3nto PP ^ 3[Fmfr p^ ^ t 3[% pttpp ^ ^ ^jrppp p^ 

I 3[p: 3n^fpp5 P?r Pl^+if ^ 3T8} ‘jf|?R PTR vieiVl PTPT viiRT PlfB^ I 

• PPT ^ pp} pp t WP 3ipft ^ P^TP P^ PP mm %P PP^ ^ PP^ 

3ncM? ^ PRT ^ PTT^ PP 3ltoR P^ t, P? Pp5 fto ^ PWRTP? 3nPR ^ t I 
%P PP PT^ ^ top P^ Pf^PTPI ^ Pf PPW t Plto^ RIPFPP: "RPP P^ 

PcPTPP^'' P7 I^PR P^ I W^ 3TRTPT, pft tot P^ PRPpc^ ^ ^ ^ ^ ^INlcT 

to t cfr tot ^ pf PPPP t pito^ ^ p^ vi<^iPP> p^ 3IPTP p^ "PIP RpT^" 

t I PF ^ tor PTip f^ PPPR: tor ^ pf pc^ p^ t yiterft ^ tot pMt p^ 
3IPTP P^^ ^cPTPPj PI^ 1 topp: "RP^ t" PT^ ^ ^ PP^ tot %PP^ PSTPP? P^ 

Pftol^t ^ PPST PF to PRPT ^ ^ ^ PRUPP’ 3IPTP P^ '^RfTPP’ t I ^ P^, 
PFitP Pl^ ^ TTTPR^ 318} pjRR 311^ t I PI^ ^ PTlto %P RI^ PP f^PR PR^ RPP 
3[ppvrfp P)t PRRR P>t P>t Rptt Plf^ I 

• • tppip5 ^ pptRto to ^ 3ito 3ik to pp toiiPRlt ftto ^ to ^ sig^.t 1^ 

^ ^ Piwto PPiP tor t 3ik PF PF 3nto %toTP t i sitop^ 

FTP PRTFPP ^ to PP^ ^ PR^ ^ ^ ^ PRPPP P^ tor Pfl ^ PT 1 3[p; 




['m I—1 j 


^ ; BTOTVRnT 
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Mtorsf ^mn ^ ^ ^ ^ \j3?n t i (jmm. 

^tRTz^ ^ y^ftuHraf 3iii^i(cici m ari^rjd cf>i^ ^ ^feR^r ^ cf^ ^ t i 

cZTRffe) ^ t f^^cH mKjr f^ ^ ^ ^ f^ ^ I ^ 

3 TRnl^ V 5 CHK ^ fW WR ^ cfft t 3 jk ^ 3 ^ Gll^lRld ^f cf5t 

t 3jk sfR ^ c^ t I cR^: ^ -oi^ ^ ^jHi^ 3nci^ ^ 3rgi^ 

^r ift ^Rri | 3 n t I 

• fcrt^ ^ vic^Kd ^ ^3f|cT STlfef) ^ 

W 3TT ^ ^ ftfer t I ^fe^feld ^ ^ ^ t i3R?T ^f ^ c^Mp l ^ l 

WT ^ ^J^9H ftc^^d (SfTcRfcf^) 3f^ t Rdl^l#T \J^ vj<^Kd 

FIR^ ^ t I #T ^ ^'S^vjl ^ FIR ^ ^r ftw. 2010 ^ f^KI#T vj^ 
^iPlf^ ^ t I #T ^ f^. ^ 3IT^ ^ t I fR 

MR 3Trfcfj ^ \J?Wf ^ Wdk "M ^ ’TFT” «H?TT t | 3IT^M ^ d<^Kd ^ 

’TTfdk v3FKF ^ 50 HleUld ^ Site (RWT 87 TTfrRRT) «H?TT t Sik F^lte ^ teRte 
^JFTK ^ ^ ^cmM FPfT RHT ^dlfll? I STite ^ifFT ^ ^ SllY ^ tel M 

t sfk c[? FT^FM Plildlclcfl ^ tel 5(l) ^ Sld^ 3IMR teft ST^faTTsff ^ ijTT cfRdT 11 

qTl^vt)!^ ffRT Rm 

39. yitei^t ^ ^ d^ cf^ te ter t i mtei^t te ^ t mi^hM 

teili ^f wtei^i ^ SRI ^ ^ RRT-RRT Tite Fte ^ ^ simR r 

3ITmcT cR^ te teft ^I^ v3dIK4) ^I^^lfFT ^ ^RI^ ^1 RI^ dT ^ ^ fctelfl^ 

t I wdM teitef ^ tel 2(^) ^i 1 teR. 2011 ^ ^itei t tofii mRciJh d# §sn f 

siftg ^ ^ fte RJT t f FiddM teiR^ ^ tel 2(^) d?. teRd t R> 

dditef, ^ dT ^ Rratet di siidtet ^ t di fvJF# ^ siRtte qite cR^sif cjji 

SIFM fte t, ^ ^ Reite difFT ^ Rldte ^ WI SIRd ^ RI RRdl t I 

inteRt te ^ t R> ddUM ^ Rid. st^reth i;j 4 tern, tef^ ^ itete 

(^pTdRiT siif^ ^ Rm ^ ddn^ ^ siRjid) dfei M ^ Site wWf ^ teRte 

ddIK ^ SITRd ^RR dlfllj I 

40. dF te ter Ridi t f% snte wft ^ 2010-11 ^ ^i ddnte 

^RdT ^ ^ te STRd-STRd ^ ^ ^Rg^SIRTTnRI^i***^^^!^!^ SIRId tel 
t ^ ^ ante ^ RWT ***% ^ t I dF te ter Rmi t ante 57 ^ ^ RT^m sm^ 

dtef ^ R 5 ^te ^ tern tg jte frt ddiiftd ^rik ^ td Fite ^ te te Fq f 

f% ^JUJR ^ ^ te Rlte'^ ddlKH ^ gRFT ^f SlTRd F>t FIRI FF^ t I FF ’ft te tel 


2679GI/12--4 
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^ t I ■ 

^ 3ni[<^ cpt i« ^ 31^ ^^ ^ 

^1 

t SS. w 




45 . 


^mn^ T) i ot|. Piofa ^>W 3 3 i ft^ ^nt^ 
apq tltraa ^ aPT^ 
fl^ qaci^ ^ aifte ^i PtHii-HK t 

^__ rf ™r miftraT ^dt TW ^ wit W it ^ ^ iti ^ 

^ ,T^ tTOi«?rai3it ^ 1^ ^ i> ^ ^ Wl 3^ ^ 

;, ^ w* * ^ 

c^n 5 t cjj^l % I 

^^l^ftniT ^ atK ^ fei? ^ 3FI^ 

'. 5SfifeMMl_^ jSS,t, ™ S fftS Tstiltil 






f -qm 1—7^ I J 
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W ^ TITO : 


3 ik ^ ^ iJitorft ^ ^ w^ f^ I w\^ ^ 5 fftei^ ^ ^ 

^ I 3MM arter^ ^ ^FR?r^ ^f ^ ^ 7 c^ i%to 

c^ eTFI^ Cjf iTHR STsfeiron cTT^ cM ^ 5lfrlftfil^ ^ tm ^ 51^ Tf 3l^f^ ftcW 
^ c^ 'TSfJfiT^ ^ ^ ii f^W ^ I 311^^ ^ 3Jg ^ ^ f^ cR^ 

W vJt^iq'l ^ ^ ^ ^ c()t «fH<w{l ^ 3ik 3 c[hM uira i[ ^ 

^ c^ fciTj nfriftHr ^ c^ M ^ f^ ^ ¥r TOW t I 

• fMcT #icr ^ 'HHUj’lvH’i : ^ aifil^pn 5nte>i^ ^ 

'W'f<51111 <i5tw cfit WM cfj?^ ^ w|, #Tr, iicJai tot^, nvi^ cisji viwt^ 

JT*# W f^tlR ftjJJT t <jlFlcw ^i 3[T^W> ^ tpift^R W ’ft ffttIR fft>JlI t I TO ^ 
nifslw^f ^ upf ^smr ^ toKpit?} ngw aif^ fft^ifcT ^ftwr bto«i TOPft tuf^ i to^ 
3ieiiii anftwi gro iniifei ct>*ft«N wfft t l 3il?|pm hrciT ft cpft?H aft ftt cfttpi w 

1 JflrRIcr INI yimi t I ■ 

atili gft aft? <ft fftnj w ar^ftw 

• wf w TO ^ w w t ffti sTOK ai^oww ^ cfrfift ft?r airfe w wi TOft 
eft fciij uiHwift 3f^-i eft ft<a 7 eft aftrftcT af^ w aroi ^ ft tecT Tft t, a? wrai 
TOiT t f^ arl^tef)!^ TOT ft<a 7 aft cipj^ epft w to^ arftt gpir ^ t i anftw) w ai^ t 
f^ #T ap TO eft fciij wTOi ijc^a w fftsifro tft^ awR aisfararor ai^ ftai ft a^ ar 
alftafteRi ijca eft anro p- TOf^ lft>ai an war t aafiftr anftaa? ^ wi ww ws®f 

t I TO % fftrar arrar t arroa ijw'“wia 7 R 5 ^ fftrr; ajTqia aft WTOi rifear ft 
gnftk aftro #ft arfl^ to ftft arap arstoaron arft #nft ft?t ft totct ^ ierc: Iftro ^ i" to 
ansjR TO WFi fftaroft eft fftnj rnf^rroft eft fftirj wnaa cfiror tot apa aiftt mfecr ajaar 
TO ansa (tow ^ anai’a afeai ft awa ajaar aifia) ^ ana ftft rflarft ftar ft ftaft awM 
aroaa grar aft a^ araaa aft^ Iftfeat c^ aift ft 'j 4 w tow aronrofta aft aranaa iT’ft i 
TO ^ ft ^ eft 3 p[a^ 2.4 ft Mffta gaiai ^ ffti^ra ’ii^ wftftar aff t i anftw 
TOW ar«}eziaasjT ar^ rM ftar ft fftraft arow ft ft# rg^ # rnro aff aft ara am i 

anftw TOT ar^fta f fftr #a wt.to. ft fenj araa w affta nfftfftiftar far f i aiaa aft 
nfftfftfftro far aift TOift ft a ftaar ar^ afta nafro nrro ftftt arfftg to aiaft tot aftf 
totrw armia aff t fft aiaa w nfftfftfftro ftar aff flar i 3 ri aria vftRiaf ft ftf aiaa 
ftt w aRici rrffttftlfta) far mar f i ftfa ft anaiat gw to fftata'n aa^aa ft ft (ft# top arroa 
TO fftro TO amn t i to naro #a ft anaro g^ to fftafa'a Iftftf, anaro ga na i iarlftep aja 
TOT ana arifa aiaa ft fftlftaa aiHiftfftci (to) am ft ftlaa, affa (a) am ft aanaa tow ft 
ansna to fftro to amn t iTOTOrTOtHnafta^|<jfftfftftf ftlro aier ftft ai# fttan f i 
anaro gw to a^aana fftafaa fftter araiftfera am ft aroaa tow ft atrara to iftai aai 
fi 
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[Part 1— Stc. 11 


^\ 5ni^ c^ 1^ ^ JS^nSJS 

^ ^ ^ I 

m 3i1^ ft Prafe ^ ft ’fWRto ft ^Pft^Hj^ 

ft <f5ft^ wto ^ ^ fitRn t; c^ l^i^an^ ^ ’aftt ^ 

cA ta^ ^ t- =1 ^ ^5fti?H c^ ^nft ft 5Tft ^ 31^ ^ ^ ’ft ^ , 

af t fft5 ^5ftt?R cfft ^ftl3>R ■Jn arffttaJR fftit; ^nft ^ tofft ft strain ai^ sit wii'T'H i 

• snft^ ^ 5ira ’im aifaR ^ ft?ft ft ^ ^ 

#n?i^ ci> 3tic[T^ jft w ^ ’israJift iri fftrr; ’t; ^ ^ ^ ^ ™ 

fftr iftfftfAt ft’Ti^ ^ it t 

wnfttfftm 3tramaft^ftl’H3i*^ftft^’i'^ fft^ #ft i ara: ^ ’fw t I’h 
rfl ^ ^f ^ t ! 

l[Kr v^ 

^aR^aifttoftmtalk^’TT^i^ftsira^ ^ 3?aTft 1^ ^ 

OTci ^ jft mR^ ’awT^ ip aa TO7I f^mt ^^nutcraft ^ 
arroft 3 fta Tjaftrtftai aa Taro apia5 aa aft m i ti? a^ ^ ^ 

st&raai ft art ftrai w t. 3ito ft aRarfer ttfit^ ^ aft fttfft^ fftaR 
ST« m aa ^ crniai sn I lai ft’ftt ^ j} ^ 

wRtaaft ft fH afta aft ?ps3tRi aaiaHis} aRaftftra ^ ft ^ ^ , 

TTFTI^ 1]CT tR Haro ^ fft^ fftRtr sit I cRalft, aifftaa^ ftla: aRft t ^ t. 



[nm 1—I] «nTcT ^ TTsm : SM’-W 2 

r ■ ( _ 

c^ 611^ Tjf ^ ^ >Fr«lfecT 3fr?iT ci>t sjt cnf^ ^ 

^f«rfeT ^ ^ 3mTN ^ ^ I ^ ^ ^ t % M 

(#T cf^ pRlfe^/^^cq^ ^ Plijfdcb U^HIclcil cfji W 11 

^ ^ McT^ M^d l dcfl ^ vsm^ c^t ^ ^ ?IK 
W t % ^TTf^ 3 Tc?tI^ ^T^jRlcff^ t | 

48. ^ ^ ?T^ cfjT t, % ciMK SfsfcZjcT^ ^ cft^ ^ 3nf^ cf)T cfj^ 

^1c^ 3T^-1 ^ % 7 ^ JffeTTT cf)T WH cf^ ^ 

^ ^ t % 7^K g^ Ppto ^ ^3^ t I f^ ^ g^ ^ ^ ^ UTHT 

% 7 ^ ^ IK ^ ^ ^ t I #T ^ Wd^/v3cqR^ ^ ^ IK WK ^ 
t I ^yicf) ^ gij ^ ^ cJK^ f 3^[^c;0- ^ 3rg7l^ f^)^ an” % ^ 

w ^ 1c^ ^ cfjT ^MR siafczi^R^ ciT^ c?Kr^ ^ cj5h^ l^RcbR^c1 

^ ^ 3mTR IR ^ ^FfWT 13^ IM ^ ^?pTT ^ sft | TJ^ ^ viRi^ 

t f^ ^MR siafemw ^ tfrfRT ^ Mfer ^ ^ ^ ^ 3jk ^ 

KTR ^f ^ |V ^ J ^ t % ^ IM M ^ f^FT^ 

^3^ ^ t ^ ^ ^ uTra cj^t ^srm c^ ^ c^ ^ I 3ncj^ ^ 

^ 8Tg^^f^ t % #T ^.^R. ^ 1^ ^ ^ t ^ W ^ 

cf^ sfr ^ f^ ^ #T ^ W c^ 1c3l^ ViM^ ^ ^TRT W t 3lftg ^ 

3fR iRlfer ^ PM ^ I ^ TRTR Wfpq g^ cfj[ f^RT Wm Vim A 

RTM c^ 3n^ iR ftM w t I ^ ^ m^ yiRicPFft ^ 3n^ c^ ^ cf^r 
^lHl'41cf7>iu] t 3fR ^ ~P0W '71^ Mfe fW t uTRI ^ ^3M WJl4)Rld '$ 
^ Rcf^i A P7rfi?T mm t I 

49. ^ ^ uTRI p51 ^J^fySM c^ Wm M?T P?fM ^ MFT!^ cfJ[ Wf 71^ %qT 
vHcTT t PT®cfjT?f ^ deic^j ^ ^ 77^^ TRg q5t cf^R^M cp[ 3TgqR Rtjt^ c^ PqtuMsf 

vit. Rg^f fm\, pqR, p^r sfR pq^ p^r tr ft^R %7q aji 3fr? 

^ ^f K[Rf mil Rqr 97T I ^ pTpR Racicg pffTjjR c^ g?np c^ ^rg^ gp^ sit 

P?iM c^ 1 pf^ Cf5t q7 ^4?H ir feR PR^ C^ wunq PlflfcRfr ^ Md P^tM ^ 

P^ TRMtPH mil %PT ap I 

50. ^ prteiff ^ WRa pp^ ^ sfR ^ ^ pph pr^ p^t tm? ^ gq ^ c^ ^ 
WdP^/\MrTPP)f P^ P^dlcicTl ^ I PMPfcRff pp RnRlfcld PM ^3TT ap : 


jp.^. 

dd7KP>/PlpldP) PP PTP 

1 

w-wWrs ^ tpi, ^ (jil ;#, hc^Ri^i 

2 

ctj*^|l■^'e^^, anjr<<S^ 

3 

jy. ‘i'(«iH 1 ,’H ^ ch'c()| (nr.) 1^., 





THE GAZETTE OF INDLA : EXTRAORDINARY _ [Part 1 Shc. I] 


4 

4 ^l4rt5 5Jl^ ^ tpi, # ^ HolRrai 

5. 

^t. A\.t\. TRl^ >^^c||^>MM<i?|^. §\sWI^ 

6. 

4 4^t. inpi pt^ftrar 

7. 

A ^<l'^ifl^ €|'(6I'S (t ^), *1c^Rl^l 

8. 

t ^ ^ 'PT ^ ^ HclI^raT 

9. 

4 'W M 0^), ^ ^ ^ ^ (1 ^ 

10. 

4 M iffi ^ tpi. ^ hc1Ri<ji 




^frtorft in^ ^ ^ ^ ^ ^ gfgfarwff ^ ^ ^ ^ 

52. ^ ^ t 3ik ^ 3it ^ 3Ri ^ ^ipft 

3l4cqTOJT ^ ^ ^ W t ^ Mld’fM ^ 3[g^ ^ 3{^-3{^ 

Praf^ 31^^ ^ ^ 


53. menM ^ si^ i ^ ^ s ^ «nw? 3j9}cz[c[w ^ ^ 

^ ^ ^ t #T ^ ^ Pi^lef^/vicMKcb' ^ s ^ ^ ^ ( 3 ) ^ ftPfe 

^ 3imK 3ft^ ^ ^ ^ ^ ^ I ^ 

yjrfMiq c^ TTO cR^ c^ 'd^ilVfl Pl^lcicf^/viCIlQcpl ^ «II^K STsJoZJcRaTf ^ 

!^ ! jHlc|eil ^ ^ MlciH>Jltft Plij^iqcfl ^ 1 c^ ^ 8 ^ (s) ^ 

3nc[?^R) 3{^feT t ^nft> f^Rfeffer ^ ^ 

^ ^:- 


• ^ ^ ^ ^ ^ eiPT^T 3ft^ PiRrfe^, yItilfWf ^ W 

^ ^ITO, 31^ ^ eIMN % yRllfb^l't^'C^)^ 

^ f ^ Sft^ ^ t Sft^ ^ ^ ^ ^ t 

3fr^ cRT PiRf^^ ^ dMI^ M>mW ^ giNk ^ ^Rf^R cfT^ ^ i 


• ^ cf5t v3^ |- cR 3fR ^ ^ MR'fitlf^Tt ^ ^ ^- 

^!H?i1, cR^ fcfpRRT o! 4IMK sfR ^ srfd^^fcl % vjrf^ 'yiR^ ^ %-gIMR 

3t4cz[cR9tt yuiii:fl ^ ^tir RrtR R^Ri4t ^ f i 



rnm I- I 


'qRcT ^ TTSTTil : 3WI^Trrn 


• ^ ^ ^ ^ cfTppf % f ^ ^ tprjf ^ cfn^ Prf^'ddl 

^ ^ ^ ^ t, ^ 

• fcrf^ ^ mRcJc^h ^r3TR ^ tr? ^ f I 

54. ^ ^ ^3TM ^£ft ^ ^ ^ ^ ^ ^ 

t ^ ^ W ^ ^ 4KHR OTsfsTcR^ Wl ^ W ^ 3fR ^ c^ 

^ ^ W^fM R’^HlcIcfl C^ 3Tg^^-1 C^ 7 3fR 8 ^ 3{5^ f^ 

^ I sitIW ^ ^ 3r3#T tor t f^ ^ w ^ ^ ^ WTRi ^ ^ 

M'^iluiHiaf elf siM^ 3Tsfczrwn ^ c?RR k ^ ^3^ ^ ^ ^ f sfR vj'^t^ ^ 

^ t f^ ^ ^ ^ WTT^ ^3^ ^ ^ ^rrm srsfez^w ^ ^ k 

^ ^ ^ IkK Rh^l ^ 'fIcfrdT t I MiI^cm^I ^ ^ T|Tjy c^ l^ilIaer)l/'v5cMicicj)^ cl^ ■^3^HT 

^ mm hmM Pi^Hici6f1 ^ 3Tg^-i c^ k 7 3fR 8 ^ 3rr^ c^ ^ ^ 

^ ^ ^ t I ot: ^ ^.m. ^ ^ ^ ^ 3HT ^ 

qrek^ fkrrki c^ 3 t^-i c^ k 8 ^ k (3) ^ fk ^ ^ 315^ ancr^^r^f) 

^?3^HT/k^ M'i-^ci cfj^ eff 3rj^ fkr w sjt enf^ ^nf^lcfk ^ ^ ^ IkK ci>? ^ 

^ m\ ^ ^ m\ >HgijVfl f^^WT/v3«^!<^ch)' ^ elRR 3?afeZI^W ^ ^KH’ fkl ^ 

wm t 1 

55. Hl(t|cj?}'il "k cf?V^ f nrf^lcfk vJlI^l ^TT^ ^J^5>3n?T ^ ^ ^ ^ fkft ^ 

^ fiTRR 3^9^c^Rr^ ^ wm^ ^ mN ^rflcf ITHIclcff m ^oR IRg?T ^ 

fez^r t 3fR ^ IJW ^ ZIMR 3T2}eZI^^ajT ^ cl>t k ^ cl>t 7 t| t I 

#T ^ ^ ^ P i zjfdz*3Vvi^ i c;»1 ^ ^ ^ wi ^ 

56. MiciH'Mt RrZRlkt c^ 31^^ 1 c^ k 7 ^ zjf ^kf % % ■ 

k-^7^ ersfczjqf^ ^ ^ (wmf # ^ ^ /^e/W ^tvw 

3fsfci}ci^ ^ ^fkr^ ^ cf^ ^?fm ^WR/a jc^, srsm ^fkR ^ # w^ ?7/?cf 

3/^ ^ ^ ^ 3727^ V^ 27^ WW ^ 3/W 3/^ ^5^ 3/7E/7f 177 /^277 

vTTTO V77?7 WfFf ^ # k7 <7 /xW/9<^ ^ W^ 3/W ^?W, 

/uTw^’ 27/^ enw^^ ^ at cOT 4^ 5# 57/^ ^ ^TTk / /^/?^ mRfm^ 

§777 ^7u777 3fsfm^^ ^ ^7# ??'§iW ^ m W^Ff uftm ^rfRf> ?t ^Z/7 C77k 

?75i%f ^ ^ /94^/\f7 ^ ^oR f7S77 J77^7Z7<T ^fW ^ E^ 7^ u//vv/ 3k WFf ^ 
wm ^77^ ^ gw ^ ^ eijM 7 ^ vtt^z w/ vh/^ ^ 
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|PaRT 11 


^ ^ nt 3im <77 7# esTR 3mjm i 3fm ^ ml^ ^sff ^ ^ a ^j 

^ ^ J7W7 # W27? ^ mt ^ ^ ^ 

^ 3fTMt ftnjfdfzft ^ ^ f^ am^ !f^ ^ i 

57 vnlilcPift ^ f ^ M ^ sifeRan ^ ^ ^ ^i5t Jf5t»ra ^ 

^ ^ #l «R n”! 35 t gcRI ^ fttpra w 7 ?R ^ I 3 ra: 1 

TSTf S7 HRte Mm ^ SRitos} ?nawft ^ W^ f^RWFIcft 7^, 31^-1 f ™ ^ ^ 
fMTi TOW ^ 3ITOR WIST ^ 3iraR ^ #1 ^ Mcwt/^^qwfit ^ ^(R ^ 
mm ^ ^ 3Hf^ Mm g5t mki g5t t i MrvM ^ ^ ™ 

^ W 3 HirR Pratw ftter WRllte ^? 7 ITO ilRcb^RI ^ ^ SflEJR 'R TOT t I 
7ITRIRJ ^ ^ mR+pW PinlclRan ^ TOlcft at^^TR RRTT TOIT t I 

^ WT ^ ^ ^ ^ ^ <tR<1)<?H ^ ^ ^ 

58 . ?WffTR. TTlfeJI^t ^ #3 WT TO ^ ^TOTO^f ^ ’JTO ^ ^R^WH 

3iraR <R 1^ t- 

• ^Rcj, 5 t^ ^aM ^ Riftfe a<t a^iTO, 

• «if^ aflcT tofer rH ^ a5t witPro RTTO 3iR qR#i 

• 'JUj'WI^'tT R, aft ^ ^ ^ \JtMl<JH aft ^ RTTO PlDIclft ^ aia RT>T aft 31^7# fl ''it 11 

59. maPW wtra aRw ^ 5Pft«Rn4 war TWia PrafR^ wiro ^jro *** am ^./aft ^ TO 
aror t l 

g^lftRruT. aclRpn afla ‘iiRm ^ am ft anroa g^-yfftai^ Prafa^ 


TOTiacft aa tor (ftHPiRict aiqPrat ft araa 1^ «ir: 


sP.ai. 

^^qK^/Pl^^ldch ^1 dm 

1 


2 

^ ^l#^TT^ cbujli^e^, 31I^>(<3'S 

3 

ft TOfra; to ^ ^ ^ W 

4 

ft, ftrofts ftro atlat tot ^ TO. ft> TO aclRraT 


60. 




[vfFT I J 


^TRrT ^ 



5. 




6. 

4. 4t.4t. g?i4? «i??T TOfTO ?r4, f4t4ki?T 



7. 

4. tjto 4)? TOTOR k4 TOfira (1 tot 4t), ?c4ki?T 



8. 

,4. TOTOT? TOTOR TOg (3t 4t) tot 4t tot 4t tot 4t, TOlkl?T~ 



9. 

T i^cRillq vqi5^.( TO!T 4t tot. 4t TOT 4t (t TOT TOT) ?4kl?l 



10. 

4. ^1505? 144 TOfT 4t tot. 4t tot 4t, M TOrara, TOtffer 



wife ^ ^ cmr 4 arpfefe 4 I 

^cJTt^ cR^ ^f^M(T^f^t3ik^^f^^ffef^Tf^t 
’i?H ^ ^ ;jiT ^ t fwi f4i?Ri#i ^ctjK ^ fer ^ t f^rffe ^flra ?p# 
3(#I ^ JTI^ 4 3??^^-3?^ inf^ ^ ^ aii^ ^ 

3M W} ^ J|5t ^ t I 

wiF^ ^ f^^ifer ^ ul^()i<!l Pl<ifa<j)f ^ iciij apFn^ ^ ^ipjF^r ^pf imiclt 

62. nifSwft 4 3r^ '(i'^'ii jrft Jife ^ ffetefS/^c^Ktiif ^ ^ 4 sra^-aR^Tj 

Hiffe ffeffe j^pn t I ^ ifefe ^ 3P^ TT^ jpq,^ ffengiiR t ■ 

4m MT 8TT f4? W Vii'i’i cHfel ^ 3nsiR tR '' H I HM ^ ^ 

™n^ 31^ 44 WI ^ 4 5rtrrai^ ffeWf/^g?iRc[4 srt to? to ji4 

^ t 4^ yfriPiRtcp t 3ik w nf4?Tf44f ?rt nro aik aifewft ?rt j# ipj # ar^ 

^ 5 TO ^ ?4 ^ ^ ^ t I ^ 4 3n4 ikci 

raw ^ ffl4?R sTR^jrara t, ragf 3fr4 rat? ?sff tojito # aiEftra anw ^4 toihj jii^ ?)i 
^ 3iR ??kRn ?4 rat? gfe 4 to to? # top? ^ ^ f4?fer ^r ^iRfe f4pn to 
ti 


64, ' 34 # ^ ^ c^ c^ ffe ?4 tm? ?PR TO ffefTO/TOITO 

nroracft 4 ?aRf 4 to 4 4 sik mtor4 ?rt jrf4t 3 iI4Rto ^ ^ to? 4 ?4 t rat 
3rr4 rat? 3ik toto? 4 srstk t i ra?i to? ?5t ^/siira^ 4 fkmffef f, tot 

^ ^ ^ TOTOPT 4 3pfpT Rw4 4 TOPP? toWt "Tprar ^ 3n?R TO TO? TO? 

tj4 toi 4 3ik 4?4 ?5t rarro to sptfcpr qk^etn f^ro t i 

r ^ ^ ^ ^ t, TOT TTiterft 4 TOP? jjTO Tra 

f46TfeT raroM f4TOTTOff 414?? 6(8) 4 arffro 'TOrasT ct^" ^ ansTR to ?41 i 

66. iif4?TM 4 3P74 ?ai4 4 3t?4 ?4^ rarai^f 4 TOif TOg 4 ?4 ^ 4t4?R a/t^ 

?TOisr ?!TO t 13Tr4 rai? 3ik toto? 4 siJit? to^ TOg ?4 ^ ?ife sftro ?4c3;k^ ?5 )to 
kmtfe ?r 4 ^ fePJ tot TIWT 4 TOoT g??T TO 3PTf4? TOT 4 ?4?T ??T 41 TOT^ 3ITOT, 


2679GI/12—5 
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THE GAZETTE OF IMDlA : EXTRAORDINARY 


(Part I—Sir. 1] 


wret ^ ^ ^ ^ ^ ?ipm/^Rcp[^d ^ 

Ute ^ 3ri^ JRct t I 

0^ 4 ■Hifer 3to ^ tor ^ t I ^ 

A. ^ ^'<61’5 (t ^ ^ 

67 ^ ^ ^ ^ ^ ^ ^ ^ t ^ 

(tft ^ ^) ^ t : 

7 ^ vj^vjincirrft ^ 

tw/^ihh 
^T. "^if^ yfi^ 

■^terl 

ciVt4 

iHto/cRv^tgfl/Tl'HiyPl'P Ic|?lldl3fi ^ 31^ ^ t I 

60 g!d=?l sm !Md 5R=ira^ ^ ^ 3(jr?itaFi f?t^ w w I ^ ^ TRn an 1^ 

Iftaii) mi<HH, «i!ii*t3t|!lH*W'*'™'^ ?_5T * ?* Jt, :S 

SfiTwt ***'«««»'*«" * 


[ qpT \—-m^ 1 ] 
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W SIT ^JoR 5'tllcn; ^TSR ^ ftsjT W % ^ ’TKcT ^ TO ^ ftsitcT 

^%snt I 

70. ^ CPHI'I ^ Hcblf^ld 3ri5i# % SJf ^ yllcIT t gjq^ g)t M 

^ w<S *4p|<ji f ^ «imN, 'iwiqi, ^ ^ RPih 1“I ^ MfecT ^ "^rflcr 

^j3?qT^ ^ ^ c|5i4c^eim cfR ^ t I 5^ araicTT, sm nRRm 7 aft? 8 4 iRg^ 

'fit'll ^ ^ ^ TUfteT f I S?5 ift ^ fesiT ^ t ft Jraft ^ftft ^ sjf 

^mrsjr t ft ft^RT 4t 4 ipT s[R arrar? w ftsn ^ 7?? % ftsn ^ t ft ^ ijt # 

^FT qr? ansTR q? qftfe 8 c^ 3g?fR aift^ t I aicT: qpi qftqjii ^ 

qqftqi'4 ?T^ ftrosflq WK ^ ftij ftqr w t I q q 4q^ i;^? jR a rq-jqrq qrnff ^ ftij 
?mRfluiqf ^qRqsqteftqTTOTtft qftft ^ f^ftsft q? ^TPT Wrmi t I 5q 

qftMM qrfsftift 4 amt uim aft? ?Fqm i> 3i#t fiftt ^ airaR q? ?iiqHj ^ ^ 

arqftq ftjftq ftsjT t ft *** aiq ^./ft 4t ijq q^cfr t | 

4 q)i$ti<«iU ft 4t] w ft qq. tots M ^ ft) 

71. (fi44l ^ ^ aiqeiftq ^ Tjf ^ yUcIT t ft ftft q^lq ftf^ IRTlft qq qieR qff 

qjftt t aft? WK c^ qqq? ft qprrq ftqcp/f^ft ftfti anft rf ft; qq fftqq ^ atwR q? ft 
^ t 1 qsftr, ^cFTT ^ qqftqrsf fftfej ^ ftft gm fstft^ ?ftEr ci?5 ^ f^ tqi^ftq 
yraqf/fttq?qaff ^ aroi? q? ftft sm ftt qq qqqq ^ qftq^ qj^? ^ ftq qq? wk ftftq 
?ftjT ft ?ft qq) ftqK ft t: 

q>. Tpq qrfftqqftt fti 

qpiqj/?nqFq fti 

q. ftftr qftqr 

w, qft^ 

41-si^ 

q. ftft 

72. ft7| WM? aft? ftft qTyift if fttt <1^ ?iqiq ft ?ft qq gift cRg qqqpq ?iiq t I 5?ft 

aicn^giqft ^ g? gigi ftgi f ft ftc| gran? ^i M q^ gi y^qiRci aisigi qi?q ft ^q? ^ 
ft ftft q^ g ?5 if qi?q ft ftjffti g?g ft geRi if ft^/ d<i>ftft / ?m i gP i c|) ftftriaft if 
git^ aid? qft t I 

73. giqft 5Tq q?^ jRqigft ft to? gq argftgiq ftgi qgr sn i gq fte ftgi tot t ft 
ft qg? Tftq qq^g? gift ft ft) q?r ft qg , gg^rg ^ ft ft) ft qg?ftq qq^g? ftft g?5rs (^ ft ft) 
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THE GAZETTE OF WDW : EXTRAORDINARY 


[Part I—Sec. 1 ] 


^ W5 ^ «JI ft; <FR ^ t ^ ^ ^ITM ^ ^ ^ 


74 ^ ^ ^ ^ qftftl^ 3,4.7 afR 8 W 

qfT7q^q;7^qftftqq5tsS^q^?^ TiftqaHq; gfqpnTOm^ftft;^^^ ^ 
mm^ sS^ I ^ aift 3ik w^m i ^ ^fwhi ^ ^ ^Rm 

qfftKR ftn^ q;7^ i(M f tft ***m^./^ ^ tr ^ t l 

OTftqq^ ^ ^ qftrarftTfr starts 4 w#; qq^eR jr 5I^ ^ f3 ^) 

^ Mm ^ w ^ ^ ^ ^ ’ 


4 “#^[1^ ^ ^ ^ 'ii 

76 wti ^ ^ sRRftqR ^7if^qnciTtft;qft=ft^w^ ^ !”T ^ 
qi^ snaTR if q;? f ^ q^iq; ftcit q5t siRtR ^i anEft ti ^ 

ft ft ftqR 2.2 M ^ 6.00 M OT ft^ ft traft qq ft ftp w ^ ^3cqR^ ? i 

77, ftqft 5RT TR^ ywicicft ft 'jot'i qq aiqftftR ftRn qqi i gg qra i •to y ft’ 

it ftqq qftfti^ ii afR SR 6# KR ftq;^ t I qiftqqft 5RT ftft 

qi arfftftq TRRT/awft ft TR ftqft 5 RT qpR q^qraft ft ^ ftt^ ft 
ft; cti’ i to qft ft qRT ci'fjlciql ftt ftftt ft wk ftq^ ^ Hq ft ftl ^ v 

wer satT I I qiM ftqTqft^ifqftftftqsqq^ft^t^ftq^^* 

wTft7^t;qqft5q?^^^^^l^*^ ^ 

ft anft «ira afR trrr ft atftq 7?ft ^ mftqqft ft qftft ft w aft ■ftltpix 1^ f 1^ 1 

^ qrar ft;q TR ^qRRqft qft aiTft aira 3ft^ ^ ^ 

|i57t5raq7ftqft^qftqft^ft^ftft3n?iRq7 ttrr; jR*** sr^./ fttftqqqq^nt i 


ft ft ^Riftqr yrggr qg^qq ftft 

78, ftqftft^ft3R^ftq5ftgTqnctTtft;qftftftq?qiqTft^tft;^qR?R 

it ftft q^- cR^ ;jftt ftftrftTiqi ft qtqjR t i 3 r: ftftt qianft ft ftftq qft q^ 

cffe C^ ^ Ci5\ HFT Ci5\ TJ^ t I 

79 ftqftt 5 RT q^g q^ i qft l ft ^ qq araftqR ft^r qqi t qi qw w 

3 iqft ^ qft ftqq qftfWf ft ftq;? q^ qft ftftt ftftq ^ 3 r aftft qqR ftq^ ? i xtm._ 



I'm I- -TaFTS I J 


■TO ^ TTsm : 
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^ ^ cfR 8 ^ if afR ^ t 1 ^ 3I^#it C|?l ^ ^ ^ ^ ^ 

sfr Rpi^ ^ ci5^ cfMt gjt 4t ^ sft I srartft) sira^ ^i M 

’ft tgs fctOTfrrar f, cTajift srfjf ■'fft^NH c^ 3 )#t cfMt gm ^ ^jERT/aiFR^ gjt anf^ ^ R 
w t I ^ ^ ’jnm t Rj wA git tR t afR 5^ WR 

WiiNH ^ aiESRi qRRite 8 ’g aitcRtt aireiR 'r ijag cpi amicm tor w 

11 Rnfe ^^RiFq MRg R^n w t ^ *** am ^./# tt ijg t i 
’it tt TRiRf fetj'HMitiie Tpig^ 

80 . cpqtt aoK aicfRtcfm t g? ^<ai \Hrit t % w-il t g? gigr Rmr t % g? 

arfsjtPRRT: g^ chuik t iftftgg <fgifeitt awK «ift ciRdt t i ggng gtl ^yTciun ^ gR t 
’iMftg giyiR .’SRI KiH gfi tgr t f^il^ t ysog: w gtt 'j-a a^ ^ ggntf g>l 
f^ 0 l gRt 11 I ggift, g^ graR t ttt g^ gg^ ^ ItRttggt ^ PiglRta gg^ ^ gmjgTg 
t I ai?f: gtgt graiNt t gftgg gft uftgj gmig gtte ^ g>l wntt gif^ i 

81. gmtt 5RT iRg HMgcft gRR gg aigcftgm Rrt w t g? grai w t Rj gftgitt t 

amt gRR git rrcT gRRiyf t gg^ cr^ g>t gttw afR ami afR irrt ft^ f I ggrft, 
gmtt t gte gR gRRi^ 8 ri t afR gft ft’i f l gigtt sri gRR ^ggi/aggs^ gR gRngg ^ 

aieftg artitg gm R gRggg Rair w t i g^^gR, gwg gg ftgRg ggtkidi afR aft git tt 

grig gRt ct grg ftatr w t I gMt sri gigt ft>ri ’Rt gRRftgmf gR gtRim ^ aisStg attftg 

gm R gttgjR ftan w t i drij-HK Pigici* ^ gtmpi ^ ^ratRg ftRtr w t gft *** 
amgr./gittttptipfefrt i 

t. *i'(gW tpp ^ w gfgg fin?Rg) RiRitg 

82. gmtt tri gRR tri aiggrigig ft gf t'fsii gtigr t f^ ^gtt t g? gigr Rrit t % rilei^ aiR st^ 

gR wl'S0'( gRcT gR ftgffRg ggg gR ^gigr R R w<fi ggg ^ Rtg gRf atcR g^ t aiR 

g? fR) Rfei^ aiR sifg gR ^RggR w gR RraflRg ggg gR ritfcig 5 /gg>RtgR/gRtigfRg> fRgtggtaff 
R gR^ gRiR R g^ gr ggrifRg gr gRg ft ^gg gR RRt g^ ggg R gR^ aicR g^ t i 

83 gRiRt SRT iRgg gggigRt cR goR gg argRtgRi fRtgr w i g? grar w 1 % ttHraiRt R amt 
gRR gR gfgct gfffet R w ggg gR Writer afR aR ajR ngm fRgi f i gjqtt sri w 
gRR gR uim ft g? w gRRi t fi gmRt R ajiut ^ ^ gm R amtt fRgw gmRt ft gift 

ftRftg giFiggr w gR t i gmRt srt gigg nggiicR ^ gRR gR mRRi« 7 afR e R iRittg 
RFRt jR ^ ggg g# ggifgr w t i g? Rte fRsgr w 1% ^ iratR ft wr mg gg aM 
rti'm gg RgK gmR cR gtg gigRl gR amR gf^ ggiciRt R gici gau % \ aiR; Mil^<t>ift t ant 
grig afR gtRngg tR aittg aggi Rpm ^ fotg gfRig gmigtgR ^ gig gg^ ggngg RPm ^ 
aimR gg giptpg gp apriRm gffgRig fRigi t gft *** api gi./git Rt tpi ggRi t i 
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84. ^ ^ t ^ ^ 3ft^ ^ Mt 3RI ^ 

cfn ^ ^ t I 3^: ^ W ^ ^ ^ "'i'ldSJ ^ ^ 

OTSIR iR 1%^ W t I 
it. 

gfrrar^ ^ 
w#T ^ ^ 

85 5fltelf> 5(1crat^ Wci^ ^ ^ ^ 

ct?tira cf5t 3RP# ^ iT^ t Tiff amt ^ 3ft? ^tRtm ^ 3 i#t t i TiRrara ft 
fft^M c^ ^ ft ttf^ 2 ft ?piT ^ t I ftift. 3m?^ift^. ^ 

ftfftftr, #ftTW ?T?IT fft^ imft 3ft? IWlft ^ ?wftwrft ^ ^ ^ ^ ^ 

fftF# 3nft ^ ^ ?Ir!im ^ 3ttSftt Stftfft^ ?oq ft ^ ??I t I 5it cPR^ 

fftift^ ttftitci *** 3m ^./?ft ’Ri t I 
ft. ttrofm ^Ftg^ ftj (ft ft ^) 

86. Uttoft ft 5?1 ^ ^ ^ cfft fft) cPlT MR|qi41^ fftilWf ^ ^ ft ^ 

ffttft?R gfM ^ ^Rmctcft ft ^3RR ft 31™ ^ ^ WfKtr t I nlclqlft ft qiqi:J?ll? 

fftife cfftTR cfft amp# ft # t ftf 3nft ^ 3ft? ?tRjm ft 3i#t_t ^ 

fftM ft ^ ft 2 ft ?};eht y?^ ftt t I ’lift. 3Ri?ftftk 

ftm, ft#^ ^ tft^ tmtft 3ft? fe jrmft ft fftR ?mra#ftt, ^ ^ 

fftrft 3nft ^ 3ft? ?R!tm ft 3is5fti 3tftf!m ?5q ft ^ ^ t i 5^ iWR ctroami 

fftftct ftftRT *** 3m ^./?ft ft 'mft t I 

ft. ftmftg ft^ TRT ft ^ 

87 Jtitoft ft5?i^ftt^fttfftw Ufcraift fftfttiftf ft ?ifti ft fft!# fttmr ^ 

fftft?R 5 M w ^Rm^tcft ft ^ ft srmn?^ ^ ^ wciTt i tt^ ft^raipi? 

cj^ ^ ^ ^ t ^ 3n^ ^ ^ I ^ ^rv. 

^ ^ ^ MRR iE g 2 ^ ^ t I 3fcRM^ m^. g;sl^ 

?rai 3Pt imift ft ?mTftv>tft < 5 T ^ fftm w 11 w ^ ?mmft#f ft# 

^ 3ft? ?tRtm ft 3tft^ 3mfft^ ?5q ft fftiJt ^ ^ t i 5?t trtr ^i??3mi fft# ftt>m 

*** 3 m ^,/?ft ft iRt ?mft ft I 


[ I— t 1 . • W ^ TTSm : 

4^. yrg^rr ^ 

88. mto4 ^?^6ncrc4uimt4f^5qi 4rrar4 Piiria*!' 4 ^i Prater 4tRcr grr 
PrafriiJr 4rrai4 gro w iwracft 4 ^Jat4 4 srraR f4rar yii ^ra>ciT t i aPrar^ ^ am 4t 
Pr4?ff 4 4«fte aPPiy 2 ir^ct 4t t 1 4q4 4 ar^M 4t aira cir 4 4 ara ^ 
ftmPraf ait ^ 4 f4a4 «r4 4a4 4t gEiR4 4t 4 at 4 1 ?rciTf4 ^ [^4aPa i 
314)4 ^i 3 i 4 4 f, asjiPt 4a4 gra am ^jaar wan arrartf 4t wnaa 4 3i#i aiaPia w 4 
#cPR f4aT arar t I aPraitt 4 a4 4 3i^ Pratw 4taw 4t 31 ^ 4 at 14r 3n4 aira afp 
maaa 4 3 i 4 a t 1 aattna, f^, apRt^ aPaFT, ^154 art 4 Paj wataiaf aa aiar f4ar 
aar t Pat aipt aira afp aeaiaa 4 3i4a araPia aia 4 <4a)R i4ar an ^ t afr *** ara 
F/4t 4 aa aa?a t 1 

4 4 ^Rn4 igqar aiarg TOa^ 

89. aTliiaji4 45arTO4taira4tf4aai aPiaT4 PraWi 4 44 t Pratw attaw aa 
PraW 4riai4 gro aia^ naaia^! 4 im4 4 airaR aa f4ar air ^rarwr t 1 a(? i a i 41 4 ai^ 4 
ai^aR Pratw 4taw 4t aigaPr 4 at t aft anP arm afp apim 4 3i4a f 1 yPai4 4 am 
4t Pratw 4 aP 4 aPPi^ 2 4 ^pai 4t t 1 f444 aPa?a, 3RR4#a aPaFr afp tar 
aaPt 4 Pia wfiataf aa aiai aat t Pat ant aira afp ^miaa 4 aitSta aiaPia wi 4 
i4a)R Prar an rf t 1 ft a^ arpyiai Prafw 4taw *** ara F./4t 4 aa aa41 1 

4. aa4^ aa 4 w cfaa ftn.) Pr. 

90. aiPrarPt 4FT«ner4taifa4tf4aai yPai4 Pratwaff 4 44 j 4 Pratw 4taw an 
PrafFT aPai4 gra app aaaia# 4 im4 4 airap f Prar an ^rann t 1 iiPiai4 4 aP 4 
3 ia;arp PraPr attaw at aigaPr 4 at t aft ant aira afP ^miaa 4 3 i 4 a t 1 yPai4 4 aPw 
4t PraPr 4 aP 4 aPPne, 2 4 ^ 5 ^ ir^ 4t t i PM aPaFi, PM 4ai afp w cnaw 
4 Pia w4ai4f an aiai Pnn aat t Pat anP aira afP pnaiaa 4 3 i 4 a ataPra am 4 ^4a)P 
Prai an aF t I FT f tPiFFar PraPr aPaw *** ara F./4t 4 aa aM t I 

aT'HgaPn Pafw4f/ ^ [ aa)’i 4 44r 4 PraPr 4Prw an P i tiP« [ 

91. ^ Pa'.g a^ 4 P54f ana mnaar/PraPiF 4 afit 3 r ima mar atf fan t ftPh? 
mPanP 4 aiwa44 Praaiaatt 4 Praa 6(8) 4 atgap "aaaw wM" 4 anvR f PraPr aPaw 
PrafPw 4t t I arfantf an Plena arPaar gan naew ^pn afp aFfi4 PraPrat gm nacw 

4 31^ Pnn arar t 1 
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THE GAZETTE OF INDIA : EXTRAORDINARY 


0. 

92. ^ 


3ft^ ^ to? ^ ^ ^TTf^ ^ 


^.Ti. 

vJd^Kcb/Pl<j\cicp 

'HIHl^q 

f^r^ 

cr>lH^ 

qf^ 

.- 

q[^ 

q[^ 






Tpft vJcTTRttj' Rijlotp 

4-fc« 

•khk 

*A* 


185-195 



HBI 

2. 

Tft ^ 

**■* 

•klfk 

AAA 

AAA 

■d 

3. 

Tf! ^ wfl vdci|^>AMchlci 


*★* 

AAA 



■ 

TT^ cTsn 

Pi^latp 

** 4 

*** 

AAA 

' 

AAA 

105-115 



■■pH 

5. 

^ v*^. VJtl 

*** 


AAA 

AAA 


6. 

^ ■ TJcKTJtr «lW'? 

iR?T^ (^ ^ ^)/ ^ 

T;[TR#T TJTf^cR^ (t^ 4t) 
T[Tf ^ 6R?F5 (^ ^ 

4^) 

*** 

A*« 

AAA 

AAA 

34-39 

7. 

Tpft \icMlc;c»> ^2TT 

*** 

4A A 

AAA 

AAA 

90-95 
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[%TPT I ]__^ ^ 

• A IrMcT ^ 

• ^ 3giM ^ 3ftto 3jk ywRi<j>di ^ ^ t ajcRf^ ^ «# 

^ ^ ITR#? ^ cfjR^ ^ ^ t I ^ ftDfq if ^ ^ TIlCdM 

Ji#J |SM rnHy I 3i?Rf^ ^ ^ 3HM ^ tjf^jjtURI 

Rnli ^ 3)j*ilPld Ret) cfilfiri c^ yct)|6|c^ tfKdRtJ) Rcfif ct51*ld ^ ^eHI ^5^ ^Tetef t | 

• 3TI^ ^ qiwRco ajeran ^3Wf # TOcr aiRsZr ^ t PrpT 11 (l) ^ qmqj^ 

W ^ 3R^ IJTOH f^ 11^ t, ^ ^f ^ ^Rdtodl f^te? 3(raR t | 

3n^ cllPlI^cf) ddlKd ^ OTFT 17 HI? WR 3n#l^ ^RW qsr ^ ^ 3j^ 

i3% vJcEl cJTE^f 'dldlfl H)) ?7, vJcEI Pi^Id elMId auf^ ^ 7W ^1 3tH=ft 3ld<Pl[^d 3leiHdI ^ 

311^ H7HRH ?IFm h 5) HRqi^ cp^ ^ ^ WhM cm <PT h5^ 

3T^H^ H^r ^ ^nflH I dlR|cf)| fjrficl 3li^ c^ 3ig7IR Hit 

?lfcf Hft t I 3rraTd 7d7 Hl^ H^-7RI 7m Hi? f HIHfe 

M ^ HRdte 3?iHi?fi If enm 1 ate itt hpj^ ^ §t t nit hhuh t 3ik 
^cHRH if Hllfk c^ m 1^ HF^ ^ ciair HTH if ffe C^ WT t!3r WhI rn%i; I HiH ii 
^ HIHuJc; 3IRtftd Hlfcld 3)|i|ld ^ cHull'f f | (c|p|"i 3pq) HIHH^ 

^ ^ 1^ t 3lk 5# HH cp)^ ifR^d H^ ^ HIT ^IspdT I >II?3M MdH^ Htt 

geld l ^ 3RI lj^ ciRlHlj ^ c^ gW^ Sn^HH) Hit ddTKd HUHcT 3RIIHRH 3lltltp 
t I 71^ d^^Htt to Hfto HIHcI HHHtt 3l1i|cP to ^ t I SR: to eHHcI H?t 

^ 7# Hit Hfei IMw igftto HR^ ^ fcR ail^ Hira t am irht hhhi to? i 

feiRto dcHR Hit HR^ WTlft Hit eHH?I 2 hRHcW 3I3TfH> ^TTOft ^ HT 3ik 
HcHI^ Hit Hfcl ?HIl| HR^ WHlft Hit HRdRiH) THHcI gRT jtocT ^ t I WH?ft Hit 
3lk THHcT HTHHI 3Id'll'^H Hit ^ gtj^ ^ 3IRT-HRI to ^ t I ^ 3ieiHdT3lf 3ik 
3RH HIRuit Hit Hira Hit HTptt to? 3ik ?RIHit HHI? HRH ^ Him |t «# 

HHit HIT TiHicft I aitop Hit qrer nft nit^ toi vIchkh ^ ^ htthct ^ nm ^ 
iflHicTT t I HcfniH HIH^ A HRhM g?Hl elHTHT 'HI<t'HPlH> HcT ^ f^ to HHfl% to 
^JHHI Hit Hto% 3I8THrTI3Tt c^ HIRR UW cITHcT HH «ft5I 3ITHIdHi|' iR ?TcT^ 7^ W ^1 to 
ftofi H Hindi Uto HIT fel to? ?7H ^ TTHto to I 

• ^ to ^ ^ HitHcr ^f t Htto anto nit fto nto ^f to ainfir ton 
tore Hit nto tot h^ t l ?to Hf^R to hit hht hrctt t ait? to| Ito nto ^ 
gnto Hp HitHd to Hit ?T? to Hft to t I 

• OTtof) ?ra ^f aiHHT toHH gR ftoi t i am: g?7aii7it rth?t, aftotm Ito cTsn 

ftolR HIGIHt, eegcR TJe ^ ?TISJ ?li|^ ftolH aiH, to vIdIKd RTHcT ato to H>RHit 

7^ Tim if ftot to TpT Hm antor men nit to htht hit ?t^ i 
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4 ^ ^ ^ 4 Tpt w ^ ftiT.) ^ 

• Slier 31^ ^ ^ stlcT. ^ ^ ^ 

• mR^Ivct ^ cT^ ’tt; arg^ ^ <jM^<Wen ; al^ ^ ^ ^ ^ 

an^ ^ ^ ^ t Rr ^ ^ Rri ^ 'R ^ ^ ^ 

ftiTj «nHi w t ^ MR^lvit^ n 1^ ^i aj^iPra ^ t 15^ w ^t 
ar^^ t R) ^ 2009-10 ^ ^Rr^ atR^ ^ <i>)*ier cfwt i69m 

^ alcr # 4t ^ ^ ar^ ^ 15164 ^ jrfcT 4 41'jH ^ ^ I 

fJl4 M ^ ^ ai^ ^ 44 ^ cRTOI t I W4?I 

3ra4^ 4TurR ^ ^ 4 ^ 44 444ef alcT ai4fir ^ 4 Rh ^r^ 44w ^ 

4R ^ f I SleliRj 4? ^l4 f4e4t4 ■HWH ^ ^ 1^ 4? aidxl'ijl^ 41'5IR 4 44*44 
4 rraf^ 4444 ^ 4i^ 4 144 *fiw mR^Imhi 44 4r^ 4m^4i<4R<p 

efPr4>T4 ai^pi4 el*!!’? I '34c^ 14*^ 4 34^ 1M1 "gfe 4 ^91^ 4I44M 44 ^ 
^aRrj 1^ 4IT1? Rrt^ 4^ ai^ anqR aj4?^^^ ^ ^ ^ i 

n i e-r Mt 4 )i^ 4 l 4 544 aimR 5 rit 41 ^i 4lti4 get *11 4 Rnj Rrat^ afiwi^ 

I iral^ 3f4^i^ 44*t4 44 3t4^ 4R^ !<; qRrto R'iri ^f aifuRra 

44*14 ^ 24444 4R4to 44*14 44 gcTTI ^441 *TcT4 t I *tg 4t4 ^441 *4 

4I4rR[45 t Rr 44T 4 ^445 445 ^ 4R?44 4404^ 4 flcl *f 31441 V14)K4 ^ 

14)41 t afR 4 3idv1'55l4 4?R ^ 3i1?t^ 4444 4'(Jel SR 'H'D^ t I 

• "4R4 4 R)# ^lfl4 44 W44T *1 41'WR45 c444pr" ^ ?llfe4) at^TI ^ 

iW^ 5141^ ^ t niff 4144 ^ 4iRR 4R4 if Ri# 4fjl4 44 ^^>3114 *R 4t4l 
ePRfr ^ I 4 ?i 14, *444 3144T 4lRl1«44) 44444 4tft4 4R4 ^ 1^ tHR tl 
?J^i31T4 ?I«4 44 4cl4 '3?it4 414 ffe 441 ^ 44R4 ^ 1^ 

4ii1 44 1311*4 Sllt^CJ afR 4ft 44 isil 44)tft 'S’HI 14) 311^44) ^ HURT 14)41 f I R|44 

II (l) ^ "4R4 *1 ^ 412 ^ *^t 4R4 *1 Wte 1M 44itn ^ 4R4to 

a1^ |f t 41 444)1 1344 441*4 fl 441 f 318141 5lRl 4R4 ^1 l^tD 'JoVl 44 
184441 if d l ldfe l) 044414 441*4 |311 f" 4«^i ^ 514t4 *^l 45 '3J’i4: IW ft 131141 

t Rl 4R4R43 alcl, 4R4te alcl 4)1 ^44 aiR 4R4f^ 314844 4R4 iR^ *44 

314*4 t I 48#, 15114 2^5)3114 114sft 31^1^441 ^1 45 Uo^a 1^ 44T^f 
4?tl4 # 1^ ifTC 4)4 1^1 cll'klte 044414 *341*4 |311 f afR # 4R4ft4) # ft 
|f t I 314; 3118144) 4Rt 41R1I f# *4? 4114#) 314414 4)1 15114 3I#4) 41111*1, 

*lff ftft t 44IR) 444 45^ *#t ft 5141cl4 4)115f f I 
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[ I-1) 


’TRcT TI'JfM:? : ST^TT^-TTril 


^ 2 'RcTft, 2010 ^ cnf&rfbjj^ ^ t I JJF 311?^^ t 

<1lPlRiq0 'idlltl'l c^ 17 «[K ift 3(1^^ 3nj^ 3IRte if ^ ^ 

^ ^RciT t I 5^ sram. ^ 3rjk f^ ™ t czreih ^ ^i 

3n^ ^ tjftTTi? 3ik 3Rf^ t qra ^ 3RRf^ qW ^ 

3lfe C|^ 'Il'Wq cRp c)^ ^ I 31^ ^ 

^ 3I8TO73(t, cffE^ ifMTft 

cfJR^ sito t dt ^ MeiVi 5(W HqlRa ^gfir ^ ^ etr- Mf^q) aratJH 
^ ^ ^0dl t sfk c^ qi^ ^ tTH ^Tcf)^ t | 


• jnte# ^ g^^ncT ^ 3Tf?r^ 3n7mi1i ^i 

^ 1% 1^ t fiwf PRmc arpft tn^ aft I 3if^ q^ ^ ^ 

#qiV wifftq qft Bftff 3ik qMt ^ ift fftqjq#^ 

^ cR feqr ^ 17(5jiff[ qif 2009-10 ft ftqf ^ 3nqifr 44,009. ’ft.e' gij 
q qft ywiRd qrfq siq® ft qqqi^ 44,562 # ftt ^ ^ Tpj M ftfe qq 
ePm 1 flfcl^id 9Jt ^ f I 

• ^ a# ^ t I qiftqiT ft Iftflq 3irai^ % siR^ftw 

yittq 3nqi?ft eft qft^ qiftq ^ qft ftt^ ^ <mr qS qcrar 11 qf^: 

jy^ q?W qeiai t fftj qaW ^ vtcMiqq. gpicli gqqVl, qiuIR 

ft qft ^ ft 3Rf^ ^ ^ ^ pj ^ I ^ 

rate tefrr t qjq nraieRqq s# qra^ ft ^ nqte pr t, qiwtR 

1$,^ ^ ^ ^ 3(cRf^ qftqq % 3lto ^ftRT aft> t qq 

^ AjyVl c^ ^ ^ f ( 311^(4CD ^ 2009“10 ^ 

^ ^ 27 yterr ajT, uifq 3ra® ft qs^ 32 nfftRra ^ ™ 3ik fqr nw ^ ' 

a# irate q# Bftft t I 

• ^ ^ ^ ftt Ilteraf ft q# t iqq q^qiq;, ^ 3ia^ ^ 

100 yl^ aid 3ite t I qqft (3raft 3i^ ^ sirara qq) qte ^ g^iq^ gijift 

teftra; qft qiqqte qraraq onqq^^fft^ qftqq qft^ pqj ^ ^ ^ 

I q? qqr ^rarar t % tefqqft ^ pqf ft anft^ ^ qqqraq ciraq 
3Rwq qira qt site t 3fk onftq^ ^ enqq ^ ^iqnft ^ fftq^ ftt^ 
ter qqi t I 

^ anftq^ qftt tecT qtefq enqq 

^2^q)'ra qfrr qft ft t a ft uiqli qg qqqRi qqqrtftqr (90 iiR)!fid) qq2,246 

^ iS ^ ^ \ag4)j [ ^ 

‘PRra vtaVi qft fft qci qfe tti cim 4,126 nfit qft ftt ijq afti|5 aft I 

orairar, snftq^ vJeit'i qft qjqqte Praq enqq tefqiftf qft qqqq qf qt^ftt t 13iq: 




nil- GAzi-.ni: or in pia : i-xiraordinary _ 1' 

^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ 

^ ^ ^ cfjRTu 3n^ ^ it sifit ^ JraF ^ 

^ ^ siT^lte 3iFMt ^ ^ I 

^ ct5^ wnft ^ #? sn^ ^ ^ ’TO - ^ 3t^ J^ ^ 

toT#f j|5t wnft 4 ^im 2 mR<i<W w^ wiift Ji5t ^ 
aR ^ 5# p5lt J|5t c|KilR<«> SRI ITHlI^ tflft t I 

3ncM> S)t WTiff S)t gel'll RraferaS sSt dggw'll wi ^ 

^5^ PRte 

^ ^ cTWT tf I'S^ S5 mRci#i sriRi^ efR iR RraWf c^ 
ai^ ^ 'JcMK'-I cim if 3ieR ef>t Sia? 3IRIT t I 

^ arif 3fR ^ ^ ^ t dis( 5a 3n^S55 giiW ^ ^ RriRi^ ^ 
g?aRa a5f uRi ssut svesff ^aanff sff SRaRRu aff gcni t ^ 
aaaa 28% al^Ru t i ^ ai^ssi ^?iW % jraicra a ff aw RRn % ftrara 
ejaj a€f t I 31®^ STcft waift Hsf^a ^ cipri s5f mraai ^ 
fepR a€f ^ ^PSRn aa aiRR>rft ajf iWReii^ ifR SRai ail^*i I 
cf)^ waift aff cipra if 3i^ # 3fR sr* warft ^ cirri if 3 rr 
cr3i5 apftffRT ai^a aff aaff an ^iraRff afR a arft aiRft aif^ I 

a. ffi aaiR an^sip a>t caaci a^i «RRn 'laafa crr ^iRRft 
aifERp ^aaci ^ aaf^Ri asRRnaft ^ aiR'a ^ cRrri 9142 ^ nRi # ^ ija 
cRR aiRtcR t I 

• ft? an^aip iRi ^ l^n ^ ^ an^sai "^rrH f^Rici fta>t 
entail 15,164 es. yRi#^aasftafRa? a^fan 3 rrR^ affaei ^ 

aRpn aft aft 1 2,000 yRt # ^ iRi sft I ^ ftaft aftan aa 
arjan sftact 4 ?^ ft niRi ift ciarai t I aRt: anftaai aft aift 4>i 
cfiKa aiaRRnaft fti aaRa >3^ cirw an I ftas ftaft ^ nga aftaci 
aft ft 12,024 ao. ftf.c. ^ aira arafe ft 12730 

ftf.c. ^ at t aiirfft) anfta^ aft fft^ aftaei ft ^ araUi % ^Ria 
Rrri 5 itf a# ft att aft I 5^ afftf^ aiaq aa w 

t afR aftej fftaft aftan eian afer aftan ft> ftl^ aftt aiF aafftRi 

aff ttciT t I 

• aaftaai ft fiR tt ft siaai ijeaiaa ^ ftiai t i ara: anr ^ 

v^Hcb Tft t fft> anftaai aft (i) g^saiRft cirri (ii) apRanPRi fft^ 
fftcRBT ai^zR; (iii) ^f«t ^ ^ aial^ fftawa ^ fttft fftPra 

waft ftj a>R^ sifft tftft I 





iTRcT ^ TTSfir^l ; 3raT«IR^ 


45 


('»7m I— IJ 


^ cRgrg (t w jt), iiTOlk ^ ^ ^ tr. ^ 

# (t ^ ^), JTc^Rjqi 3ft7 ITclVillH ^ (ftcflj) XTff ^ Tpr. jt T?g ^ (j w ^). 
^T^ftrar qft 3^ ^ feKT tttt 3FI^ 


• f^m ^ ^ t §Tf^ cfN ycf>R ^ t uft ^ ^7^ t 

3^8^f?T fch'^Tl ^iRd vjeiVl ^ qi'KlRlcfJ §Tf^, f<J)^ vJ^jVl cj^ <^i^[^4? 

§Tf^ ^ smr ^ ^farmr ^ czr^th ^ ^3?rt i 

^ "smr" ^ ^ 

3mm ^ WR ^ $Tf^ ^ mr mRuiih ^ Pimidi mr i 3m: ci i >mRm 
rnmrm ^ crrmto ^ ^ ^ §Tf^ ^--TTm ^ ^ i cRm 

•ift TT^RPjof f % 3Tr^ % mRimi 4 ^ ^ ^ wrm t % ^ cj | >mf^a) orf^ 

mr Hr^di ^ i m^?T)^ cmmm mr vjc^^ ^ ^Rcj ^ 

wmiT ^ ^ cfR?it^ czjcmm ^ t I 

• 3TT^RRc^qui T|^ f I ^ t % ci^ 2010-11 4 ^ amrmf ^ 

PT'fiqc 3n^ t I 577^ sTefTm, 3mf^ ^ ^ simidY ^ ctwt i % 

^ ^ cf^ mcmiT 4 ^ ^ ^ mm mr Timcrr % ^jeitTT ^ amim 

3TTm^ ^ mm ^ t i 

• §Tf^ ^ mY ^ ^^?>3?m ^ ^ ftfmr mu ^ % iRcj 

% ^’flcf)] ^rnimiT ^ mmf^ mmiH vmm g3iT t i ^Rcj gm ^srirr sml^ 

mfIcT 17 w ^ mg mr mrnmr ftmr mr ^ t afR ^ ^ amfir ^ 
3Tr^ "ift mg mr f^Pi*iIui >mT ^ i 

• ^ ^ qi^[^cT> ^ ^ ft t ^ P l HfelRad ^ ^ mTRTmdT t 


i. 3n^ ^ OTm ^ gdm ^ mf "2010-11 ^ 

8333 ^ 50,000 \ 

ii. vddiiqd : an^mm mr wirmr mf 2009-10 4 2262 x^ ^ aRjqfem 

mjmr 2010-11 15860 ^ mn t I 

iii. enmr ^jtmRr ; mr enmr ^g4>j | 2009-10 ^f 27% ^ 

' 2010-11 ^ 32% ^mnt I 

iv. ^ ^ ^ 3i)^q<fj ^ ’ft 334 ^ aiogl^m 

15347 mP ^ TT^ t ^ 4600% ^ art^ t I 
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V. ^RTerg;^ : ^ ^ ^ ci^ 2010-11 15860 3 ^ 

15347 TTtiS ^ fk^ 4>t ^ 423 ^ 4^ % 'tew ^ t 

2010-11 ^ 2.67% % ^^14? "^T 10 ^ 4m 4)t 

H i d ^4 14^ ^imr ?t4T 4# mm 1 

vi. €|MN : 3 Tt 444> 44 mmR 2009-10 ^ 0.63% ^ «r^4>7 

2010-11 25.23% ^ mJT t I 

vii. cTHT^ ^ ^ 3ira, ^ ^ 

^Hsig ^t SffrT, ^ ^ ^ OTfIPhcT mfet 3ll<(ld\ % 

^ t RPra % ^ RPra 5j5t ci^ 

arftlra) HPra, tp^ wnft ^ rfpt. ^awjitPpn cii'i^. 

Pra?T RPra, ^ ’PT RPra, ^ siM 3fk ^ RPra 

Cll^lcl % cJtT^ ^ ^ I 

viii. ^ 3r5^ w t ^ ^ g«T=n ^ 2010-11 

cp*i^iR4t ^ 11^ *i'Ji<j^'fl ^ ^ ^ I 

ix. : 3n^ ^ Rratf^ aif^ ^ ^ 

4m41 *1^ ^1 

X. ■^mi44KTT : 3n444> 4^1 ^c4T44Kn 4^ t I 

• tRci ^3^ cfjt Sifrr, ^ ^ ^ 3Jk aiRlftiT mftcT afpirat % 41^i ^ 

,t,KU || rMc( ? w t I 3rjft«T t 3[T^ cPt SfRr -qf^ ^ ^ ^^*115^ 

% 3TN# ^fcTrort % 4>Rm t I 

ift ^riviPTPPg Tpisq^. afrt 4 ^ ^ Bi?»n ^ 

w) ^i^ftroi M gpl^ 

• 3n^ ^ ^3#^ ^ ftxiRTsfl^ ^[51 anei^ ^ ^ ^ 

g3i!ra: ^ c^tilrf ^ ^ ^ t f^PH^ 'W’Tift % ^ 

4 44^4? «fr^ 4^ ^<0'(d 61^ ^1 

• d i lH i f^ ^3cqi^ ^ 15 1(1? sTR ^ ^3^ airiRpP ’Epm *i ^ afta 

czrqm4 4^ 44 4141 4^ 4R .m44TT I 

• 3n^ »iPic3i diwfiicp czratiH % ^ ^ 

f?p33 WR srrar t i 3i? ^ ^ ail^ arwR ^ t RP ^raW anft 3 ir^ 

Tt f I '■TRcl ^fSrfJTfl cRI '^cPl t I c[^*1H ^IPIell 31^5 ^ 
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1HFT I-I j ’mcT ^ TTTO : aroivKin 


t [^■ <1'^ a ijq<t> cfft c^ ajcpr-arcFT ifteif ^ ^3?in^ en??! 

% wi t I ^ iiMR wif?(?i 53iim % ^ if am^ cf^JTH 

^ft^TEHT ^ cmif^ ^ t in^ 6 Pr.ift. ^ ^ % ipifiR «i);i ^ 

3ff7 fctcRTJT <JJ'C^ % viR5^t ^|W) ■^IJcb'(«[, aatfijljl . f ^fusld l, 

’ff^ f^cR^T -^cq^i aff^ i<"iicfl , *f1^qi TH5^ aosiR aflT/aram aRi ^ ne<t> 

^?IT^ % an^cRtrf 3#|^ ^ ^ ^ ^ 

^raW=ns} ^ cpT cm # i aft hih if ^ fij 

^ ^am mtft arf^Rjmr a5t RRi'c iimi aif f(j mm ^Rii i Rd m as t 
ackia mmr mfcr anaTcff aik aRoipft «i^ % aa^ ami if ^ 

'Farw if cziaaH ^ aia^ aa aiacii ai^ t i qg ^ ^ 

amifcta) ajcisiTa aa amm cTiff aarai m ^fiaicn t aia ijcaiaa ^ a^ san 
^ aff^ aeif'i aiift aix^ff aiRif^a? arai siRm. a^t ^ I 

• ana ^fsaiTcT msft wftRjEHT aia? anma acnaft ilfcia vfRft ^ gj^ f^Rft aaiaa? ait 

as ijfqci a^ t arfslaa^ ^ aiwRa^ ataaia % ai^ if an^aaif % ai^ air 

^f^aiR aR f^ t I amtRa) amsua ait afsana % anna if m amtf^ cziaan 
'R aipt aif^ ftnjTift a^ ^ ^ f I 

• infti^i'fl gm RiatRcT aitw aiafSi aik siRr arafii aff? arjtlici t i acfaR 

arac^ ii ana araRr aife, 2010 -^ 2011 arafct 15 ars ^ t l aii^ amr? ^ 
%aR aar w^aa>cit t aft7 aife, 2006 if ^ ^ ars ^ # I atci: aiea 

^ dit ait italM an RtvkR d ^aann t aatft? atiten % fea aftad 

maa ajt7 Rtm maa anait aifdp #ft aftr ait^ aRfa am oaiw a^ 

^ 'Hcr>di I 

• anitaa; % anjaR aRa if ^ a^ ^ %cra X 7 a> aftr aatiaa. (#a mt^) t aik 

^ a^T acniqcn ^ 2010 if aaiiaa ^ ksai t I aidaa? ^ aidaa ^ 

3PTtn%j wcRR if %cra aanaa % ariait f am erfct ^ dsfRia amt ?pft 

"'Tm t I RiPifqtq mfeajnft sm amkaif % ^ anafta; aid ^ afe arai 
araiRra) aftaf d d ait amj I 

• d^ amq'S : adi if sa Pinf^Rsia an aRar aisd f : 

ai. snai afk aai^ % aitad a a>K i raa> # i 

nf^ adarft aft? nfrif^a aanaaiai if d ffe ft t l 
a. aaa- iv-ai if ad? a? anar if anaR at d araia^ fflt ft t i 
a. antaai t ma iv-a? if anms ^aaa att add t i 
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I Part 1- Skc. t] 


^ aiwR ^1^, ^ ^ sji. ^ ^ 3f<^ »ira^ ^ pRrac 

3(1^ t I 

Ttfct ^ ^ ^ inerjj^ ^ gsHi # ^ft ^ ^ ^sirar I 
^ ^*T1 30^ % I 

W. ^ trip , TJtp II, cO l jiitfe f 3ft7 3511 IR ftgft ^ ^ ^ ^ 

^ t I 

isf. ^i?frtS[iT IV-^ if % arfm? strife ^ arraR 2009-10 ^ goHi if Pr^ncR 
%\ 

3 n^ w- ’jo’raf^ ^3^ ^ gsHi 4 

i#t f I ^ I^rf^ ^ f^. ^ iif^ afk eiiFi 

iiJT ^ iiip ^ \m: ^ F^ arjffti # ^ an^ 

aft? 7 f%iT iffdiT df JRd ?m iFpn an^rar ^ 'R toR ^ aR 
^irnft fcqM % fd? wtt ds yF aryMk ^dcR^ d vmddj yRiy i 

la^ d% ytm arcifit % ^ ^dilftrar ^ airara ^diRi ?mR ?# f i 
arf^ if ^ ’W t ft; td 2010-11 >3^ if 21.70% dt ^ ^ t 

vFeif% yrar if 20% df ^ ft t I yif^ ^ $d^Ri^i4f arraicft % ^ 

3 IiqR d df gcTFT if cTim 20% df ^ ft FraT if dcfc? 12% df ffe I 

HFTqf^e im ^ aft? dadlFg dqfife?t. a iW’t^'S ^ ail? ^ 

atq^ 

• FRd^ ara^iH aft? cn?d?tcf> d^ % ^ otw if aray-araii f ; ^iFf dt ^ 

udy FRiTcl if qF^ ^ ??1Tf^ I FFT ^F FRddf aRSfH ^ qrai d1 F?? I 

^ a®? ^ andd ff ^scfkf ?ra 5 ^3?qK % fR wdy yF aim 

87% cR^ t, W^ ^ ^ PTcRT t ^ ^ \i^*\ 

tf ?«iiftcT t I andyi d ^F ?dcFF? yRcn t fip d?f d ^laim ^ "j t 21 

iff’ jt yadf, 2010 if mm fa fdn an, d 5 ?T inid ^ Ffi^ 3 rd ? 8 nfdT 

F f an iFFT ar ami I d?d m?ddi amn ff yrai atffdi wf arai t i 

daFreftir^andq 

FFftF % atfdi ?fdl if If'fi'J'hi'i f : 

• FTFt FF) F?T di FF ?iFEi I FFlfF FftaffaFT Rnd if arjFlfdl dnd 

m dFF F? FTFn? ^ miF d dnt % fdr fief fan t, atfd # m 5 a 
FEF ft; Ma dm fo aiRi "amt^" Fffmf foidF aft, ff cn?d f® Fd 




' ' I - I 1 ■ ^ 1 sF-TT^TP^ 

11 JTrg^T: ift 

^FRFT #ft ^ f I 

^ ^ ^Hd 3TOT-3TOT ^ ^d1 t ^ 3TTf^ ^'(tlRc^dl ^ Pl^jldcl) "STd^t^t^l 

^ 3g^TH WW ^ t \^ ^ c^t fU\ ^ ^ ^ cn^ i\ ^ q^ 
^ ftwW ^ ^ ^ t I ^ ^ 

t ^ ^ ^K^Rch ^ q^ ^ ^ qW q^ fM c?d 

^ I 

• rfcf) ^ .?fq£T t qiPifuqq? \3?TT^ ^ 17 W ^ ^ 

^3#q ^3TT?ff ^^^qqqMTcR^t3lk7j|r% f^c^ 

^ mj ^ tor' ^ wm t ^ fir^f af^ l^ q qW ^ 3Tto 

^Rp q?f ^ i\. f^mm 3ik t, t % mterft q^ 

^ a# Wm ^ 3Rrf& ^ qto ^ Pm^ q?f 

W^ ^ ^ ?fR q^ mfiPRI 

^ #f q^ q^ toR feqi qf[ q?T t 3fR pq 3Tqf^ ^f pRqiqq ^ 
^ q^ ^ ^2T q5t qn?ft t I ^ qqjR ^ cr qiterfi 
5# ^ qrfq 3iq1^ 3lk ^4qrfl #q q^ qq fefR qR^ f c^f^ 

qd^H qFf^ ^ 3TTto qq qffq 3Tqfe 3ltq cfRf qifl qq q^ qR?[te 
qWcMcqqj ^%RT q^ t | qqq: IT? %q ^ t ante qq 
qPTen qqte qte qq t I pT^ qiqqjq snte^ d q^ qqrf ^ a# q?f gfe 
q^ t - 

^ ^c^i q^mqi q?f 3?qf^ qqR^ qwnRq? fteqq qq ftef q^d gq; 

^ arjqiPid/cd^ fdwqq ^ qr^r anrd fdwrqq qd ^epq q^d gq; 

te ^ q? dRq d fd^ qte qd a# gd t i 

qr?T qq> ^ cTq) qq qfqy t fd^ te 3 Tqfd d ^ ^ qd d ante d ffe qd qq tef qq) . 
qfte ad qte ndr d ^ le qfte g| ^ yte ter qrqi ^kh qq q^q 
qqjcft aq, argd&r t % nrq q? qaq fd^ ten qq ^kh qte aroiad aid wRiq d 
qfq dtd d qrq^ sq, fd^ q^^ f ^jdk aiqdi arorad qd ddn ^ 
wnqq qRd d qm q^ t ted teq qd g^ add qd gfe te t i qdnn ^ 
ten d ^adf afd qRtedd d qr^f qrPiten vjqqjqq wfd, 2010 d ^ gan afd qf^ 
vj^ qd te qqqd aite t afd vter d qrqr qte aroi t, q^ ^ter qrqr 
aroi ^qte d efte q^ qq ^ qgqd d afaroi d q? te te t fd qd^ qd 
efte #TT qq> qqqqq qq qrftet^ qRd d qte fdqi qqi f [ fddt ten qd 
qanw qd qqiqd qanqqr d te aigter qdd d te wn ixte 1 te ^ ^ 
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111. ciA/i:rii: oi india : i:xirac)ki)inaky 


31 ^ ^ ^ 3 ft? ^ ^ ii ^ «ncn 

***o/^ ***o/q ***0^ I ^ t cf5t ^ ^m\ 

^ w ^ s™ ^ ***°'^'' ^ A ^r.'.t!^ 

eft OTcn ^ ^ ^ OTtn ^ enw gw ^ 

?M ?nfl^ I ftgte jft gi? ^ ggw?g gsji ^ ?rafei ^ ififti gin; aft? 

^ ficHT ft 4 ?nn ^ ^iM w g^ 

f^ w Pinid ^ wg OTcn gwm ^g^ snn hm «ncn gw ^ wjiw 
tgf w ^Rgi ^iH g#g ^gn#T w I 

f?nftt ggi? ^m? nifeg I gt g? PM tMn w giili; w 

ggiR eft gigg ^ tj^gsirg eftt dri ^ t i 

iv-eniigfMgr^^^ 
^ 3tgfi) it M gdg ^ ggggg. w ^Mg, gnm? mw aft? ? i 

3 R^ ft ??i gg5 it g^gdg g?i pgPi git gf ?ig?iT ngr t g? ggggg 
?ito ?M M ggg? ggggg ^ Mr t i 2010 it giP^ ww ^ 

eRfteftgRgi?g^tf^g^gM??i 3 igPtii 3 iggi gwg aft? 

en^ I ?w ft gM ggi f^ it 100 gfM aggtggdg 

mgr gwm it s 5 P-s 5 P ^ Ml 1 aPi aigPr it gwg aft? Mt it ^ ^ ^ 
?sjTfftg ^ eft fiti; g^, gM wit gg ?w TO t I ggi ftt, ^ 

w gM g?i^ 31^ ??Rt ^ Mt TO. ??T gi 1 gf^ g>t ^ eg 

gjT eprgg w gf i gt g^gM aiggiPig ??r g>t i| ^ ^gi gw 
^ TPTt gi? ?^ t I gf^ Ms WRt gg gjft gs I aiM 5^ ?g? g? ?^ 
^ ^ ft ^ gf 31^ I aiM ^ gRTO it ggg ?g^ q??m g^ ?i 

ggift, ^ ?g? M aigpi ggi g?gi?R g^ ^ gii ?M g?» 5 ?Rt gra^ it M 
3 ft? g?ieft «ng auM) git gwg it gMt gM gM 1 «iPi ?i^ M' ^ ^ ^ _ 

^WT aiM git gs TO M gig 1 ^ g? g^R ^ ^iTO Miiw M g w 

ft, gran? it Mt git gjgsang eft g?g gig aM M SM to l^ 

sraigr gitgg it gdt gRft gig arM git Mt ggpt ftg as anfft g jfe g ??d to git i 

g?qRg aft? Mt git 5?w ^M ^ g^Mrgit Mt gM itPtroga^ 1^ 

aieTO I?i aigpl it g?^i gM git fM gifti it PRigg ^ 1 Piggi ^ 

Pt?igg aft? Mt gM it M g^ gM SRi iRgM to gM ^ gig^ g^^nft d 1 
M sraigi, g? M gg 1^ wr ^ gg?^ aiM ft ^ gw wt gw 
??f sSt, anftggi ft Mm TOm wtg gg gwg? ?g? aiggift gg aigftt gw Mgi 
fftdPg gft t PRift anftggi git WR gft aigftt w PRif ft giR Prai M^wg 
aigfft^ftgftgftgRTiaiTt ^gitgnfftgigMgi^ 

ftt anftggi ft gnggnft gWt n? WR ^ M gi g^ g? ftgi ft ^ w ^ 



H qPT I IsF? I I ^ .''I 

^ ^ ^ w I ^ ^nftr 1^ ^ ^ 

^ ^ 3T^^ ]Jlf^ ^ ^ ^ t vOTf?f 

^ ^E[R g3TT t I ^ ^ ^ ^TT^fT Flf^ cj^ c^ |^ c^ 

^ ^HH'^ffl cfR^ TO 9|T I 1^ ^ ^ ^ 

ote qp cj^fTf^T ^ ^ ^ ^ wr^ 

> ^ ^ ^MN ^ 3mT ^ 3f[i 3TFJTto ^ ^ 

cf^ 3T^ W^t 3Tte SIT I 

> ^r?j^T ^ ^ ^ crffti 3fN[ sTParf^ ^ %[ 3 Tcr ci^ ^ 

^ ^ "?# I crff, ^5^ #? 3jmifclc1 ^ #£T ^ ^ 3T^ ^ 

grj STT^M ^ T{|^ WT?f 3^ ^ 

> ^ ^ ^ ^ ^ 3TrJM ^ ^ Pl'licid 311^ t I ^ |Tt 

OTln ^ ^3^ "3TT^ yfiTwrfhr SIT, ^ ^ f^&TTOT 

3gTM SIT ft) ^ ft^ ^3^ ^ 3TT^ ^ ^ PRT^ I v3c^T^ 

eftni 3j^ ^ ^ ^ ^ft ^ cT^ 

• ^TT^ ^ vjd^lc^H k\ ^fftftcT ^ ^ ^ ^ 3Tg#T t ft^ 3Tft^ ^ ^ ^ 

^4lHdH Tsrrft^ ft)^ t 3j^ qr^ ft^ ^ qr^ ^3q^ q#Tt k\ ^ei^lq q^ 

ti ^d*flq rfl^lRici^l 3fft qq \iM4)>!ut ft q? 3T^ t fft OTlq ^ qftq^ 
wrq fttftt vi^qiqcft* ftt qft#q enqq ^ g^qr ^ 3Tcqf^ Pqq (3ft^ ^ i fMr 

qr^ ^ qrqrf q? t fft ftft^ft qqqqftf ^ srq^ srftjftr ft ^rfftft ftt t 3ik qi# qftqctq 

eiTqq ft! feqrqr t' i ^ mw ^ #ftq qfttq sn^^^q^qf f ui?t mRciJh qqr ft ^ ^ 
^ ftftq qq?ftf ft 3 fqq ftt gq 3 tt qrq^ t q?T qftqftq diqq ft qrft 3Tqq 3Tftqq t i 
qqqnq q? t fft qiftqqft ft qsftf eft feqrqr w t qr qft q^q wqr w t i sqftqqr 
^ c3qT^ q^ q#T ftt qqr ft qrq 3Tfftq) qrqi qq wm\ t i qtq^qrq qw ftftt ft 3 t^ 
wqqftf qq ftqrq fftqr qq qrq^ t l .qq 3TgqTq erqift qq ftt^ srqqq qff ■ t fft qftj wtq ftt 
fftqq cqqq fftqfciftl' ftr eqqq ft sito t i ^leTffft qfft ftf ft qq 3qqTq qq fftqq ?qqq ft ^ 
qeq) ^3qft q^T^ft ft qqqq ^ fMft ft 3ifftq) ft qrqft t 3ffq Tqq arqm ^qftq ft qqq 

qq wrq qq fftwR fftqr ^ ft q? wft fftq qr^ ^qiqft ! sqtqftf qq srgftq t fft ftftft 

^sqqrqq) qr^ ^^qift qq ^3Mqq 3f[q f^ qrq q^ t ! ^ qrq ftf qq^ qftqqqr t fft qfftfft ^ ft 
3 qqiq eft ^ ftr ft aiqRaqr fft^ t fft fftqTqiftq qft wrq eft qrq qqrqr ^ qrft 3ffq 
cqii 3HT ft amfftr fftrqr ^ qrft i ^ qfftr ft q? ^cft^qftfq t fft s^q-srqq ft 
fftq qpift q^qft ^ ft?sq fftftft ft ^ srfftqrft 3ft^ qft t i 3^cT: m ftftft q^qrqqjt ft 
fftq q|q sqqqq t fft ft sqift eqqq ft 3qq)^ ft qnsr ^?ots qft 3jtq q^r OTuqq dMia q^ 
qft ! ^ qw q? 3T8TqqT qq qFf qf[ t 3Tfft5, qrfftqqft qft fftqfqftf irqr qq?^ fftqj 
qq/WT^ 3Tfq^ qq qFT t 1 
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THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part l--Shx. 11 


3H^ ^ t t^ ^ ^ 3f^ ^ ^ ^ 

c[5t sSt ^ jf5t ^iRTcT ^ 3Tto sJt 1 sift q? ^ ^ ^ ^ 

^ ^ ^ I 5M 5^ 'ii'wR'}) aik viftd ^ ^ ^ .t5 

^ c[5t 3ik 3?Rm ^ 3i?R icRi ato sn ft? ^ ^i'<'^'** 

Wmf ^ afk ^ Vit tp# ^ Jirat g^^ eitn 

STOT !3m:^k^ ^J?iRl ^ JT: »? ^ ^ ^t. ^ 

^ TH?^ fki? aticoRn ^ I 3^, ‘^kicT aitR am w ^>rsi 

^l?I^ SJT, ^ 3?im 3RRT: 3cqK3 AM 3# ^ ^ I 

• ct)KU || ^ct) ^fji(EI c^ elk ^ al^#T t t^ ^k^ aeil'l ^ Sifit Mlfid aililldl ^ ^ 

^ an^ ak ^kc^, 33^K c^ ^ ^ iikt aRR ^ Jk^i 3Ek 

cm arqk 33 ik c[5t mRt k ^ lan t Ra^ qfkrmmOT ii ^ anf, fWt 

3 icR §an afk cri^m w #n cm amn ^cqma «raik ajfk aik 

^cqma ^ ■nkt an^, ^ 1^ ^cqrnr ^ ^ ^ ^ p 

HH'tjlk kt c^ cRW 33 ?mi eiTmr k ftw an^ f^r# afk •nk4l ^ ^ ^ kn t 
ki ^kcj^kRi ^ RifecT airnkt RfkrFRWi a# ^ t i 

• 'H i 4^iP i <t) ' fl3 c^ kifsi k ai^ t k? ■fflkaikm flcT 5iT cidiH ^ ki# kratcm ?jt 

kkkt 3cqmP k km t i q? ^5531 ^ km k? 4 ^ k 'Hi4vrtlkct> flci;k wRpr 
3 # I ank^ k?i k kFkR ajk atk aim ^ ^ki^k 

imfe any miciT k ■hihh wifi k fcF kwfl k 500 k«i^ yn ^'R ^kkraki^ aRyctiei i3ik 
kk mik k nrkf^m "it f 1 ^ kt mci k ainm kt^^k t a^ 3k m3 k^mk^km ^ 

kt km mmkt t i aiikm ^fgn: k?i k ukici kkci y? um mik kt fkik k t 1 

fkkcm kcfifik3?fe53#kmttk yimlkt ^ Rmn ^ ^ 3ik#m^il3 

k 3 # km I #i mjm cik kkim kt ak k yra at^ t. ?^ikm niikmkt ^ cik kl 
3Rkm yk I 3 ? kt ai^ky t tk mkirikcp fici ?m yn ajiw aist km t Ikrnk acMiqkt, 
wflmnaff afk arm mien k fin fkfIcT kk t 1 ^mui aist fkkt kt ficm k an nicikt k Hn k 

nk cimiT mm t 1 ermn mm mkkky^ fin k km mkfk nk ^ nd l n kt km k 
^ kt ijk irnmn k nn? fkkkt kt wikmait k kt fin k km 1 nrnikm k4k nminkf kt 
nm 'R f^ nk kk I 

• mk nyi nk nn kki t fk aiknm k fkmiktn nmm kt aira^ unn k n«ito 'tjnni 
km kt t, aifte t fk mifm n?k k k feki k kti^ t I nfl mfkmik ank kt^ ^nrn 
mkf t k aiiW nk micisi mwn I 



1 ] 


’TlTcT ^M5[ ; 3T?TTVTT<TT 
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.,n^ 3fr? W ^ 3R wkgjlt Bcqrcrcp SRT 

^ ^ crszrf tR mm ft^ir w t 

315?!^ % ?\!T ?i^ j( ^ f jpffl^ g^ ^ gjj^ ^ 

^ ^ ^ ^ qrsiR ^ #? 50,000 4 ^ q^t qm ^ *** ^ 

* s ?7> ^''!^ ^ W qra)iT ^ we ^ mim> WT" ^ ;gt ^ qq ;,TO t 

!S t ^ ^ ^ ^ ^ qiT qe4 qrefe cqqsJH ^ 3fsf I 

^ M t I M fMr jf ift qf?i ^aeq m q?^ ^ t, qrarf^ 

^ ^ rITctR} q? q^ t % 

q#rf5qq5 qqeq ^ ;T^ ifkq^TORfq^qq^^f^jq^ 

^ ^ ^JJmm q^: ^ t amfq 5#qq^ feeq ^ qq- qqrtq qSt 8# 

ShTjS.Sl'^^ ^ t. 3rr^ ^ qqjcft t I qw: ?qSr^ 5 

ft ^TtIy ' ^ ^ ^ ^ ^ ^ ^ ^ ^ t 

3ft^ Wq ajT I 311^ ^ STT^ sftq mlitqn^ ^ 

JfSrt ^ ^ qeqqj qf t qfr 3n^ ^ qrf&rf^w weq 

ftxIRItftq qq qeqq ^ q?r ^ I qifgwa SRT q5t q^ qW eq 

^ ^jw qqcqqi^qqpq^^^nqqqqq^s^ q?,^ ^ ™ 

^ ^ ^ qq araq ^ qq g^ qq5 f^ ft? fqqq qRq qf # ^ t I 

qiq ^ ^ qiq % qm qqc^ ^ ^ q^ qf ^ t 

qrq^ qit 6 M. aik qq^ 3?|E)q? ^ CR I 5qj^ ^ aq^ | 

Jf]v)j^q^}l m #1T m ^ ^ ^ cf5Y Wfi^ t | 

•q? qq5 % an^qro aft^qqqStqqKqefqqq 

qjrai^^araq aiw^qi^ ^ aie ct^ ^ w e ^ t, PRiqR t q^ anW i> 

w qctqn qwq % tqifqR q^ ^ ^jfqrqq ait^ M ^ c^t q^ Beqq i 

qMt ^ qit^ "qcfqR wqqT' qf 5Jt I 311^ c^t rm 3 q^qq cTI?^ (i) qq^ft tpT^q? M 

cn?q 0^ apft we ^ e q# t) aik (iii) Tq€f^ q^ wq 
^-.TlSl ' IP- ^ ^ ^ 1^. kfil^ tRfi% 

qT 8. f pHJ glj M, T^ ^ qrl^ Tp^ ^ 

#1^ q^, ^ g, f ^ fCT q^ qg qq 

P P P ^ ^ iq?qiq^|qftq?^ 

q|^ qqe t aik ^ jf atq fe qef^ q e ^ 1M qeq q5t qeqq e^q qj)^ 





|Part 1—Sec. 11 



2011 ii ^ w ^ 3ft^ 5^ 

3n^ ^[ wra ^ ^ ^ ^ I ,,ra 

S rS£« ^ ^ ^ ^ ^ ^ ^ ^ 

4i)f^l?l ^ f 1 

iro f 1 afit ^ 3HJ ^ sri^ ’rm f i sn^ ^ ^ ci^^ t ^ 

S.tsr?<s « aei ^ ^<1 ^ ’£,?f4!<’Sii?t?^ 

* ■n^ < ^ « « I ^ 112 fi'i 5 

^ iftJrzTTTJ TT^ T?Tt7T f I f^rant ^ c^ ^ ^ ^ srterr ^ ^ 

vltM l^ ^ ^ ^ t I 

• e# ^ ^ ^ ^ ^ ^ i<DKitH-t) 3iwi^ ^ t I 

;„ =^ t ft B* >* rt =« 5i S 1 2^ t^*jX 

^ ™ni=i ™ !i!« aw ®W W ra s 5^ « »K t ft M «»vil» 

™* w ^ »««j 152 is l^'S 

«™wwS,ilMI<i!>W'l™VI'^® |OTCT3(hlWt<i5«<»^ 

g5t gcRT % Jl? ^ w tIcRn t - 


> 

(f 



[^PTI—-005 1] W ^ TT^ : 


i. 5NT 31 ^ W f^ W ^ STT I 

ii. ^ ^ W ^ titcR^ ^ ^ sft I 

iii. ^ ^ ^ 1^ ^ W ^ ^ ifl^ 

jV.vl^^^KH ^ ^ 4 Wl yfto ^ ^ HleRJ^ ^ PfW ^ ^fWtT: ^ 

^loi t v5tilM Hld'tjtSl ^ 3i<g^l ^ f^ 3fR^ ^ 

RR^Pld M ^ t I 3TT^ Cfjj 3J^ t 3jk W ^ ^ 

^ ^ t v3^i^ ^ ^ ^ ^ ^ ^ 

3R?jto #Rr ^ 

• wI?T cT^ ^ ^ ^ ^ ^ (5«J>1 ^ v^4l ^ t. d^lcl ^pRT 

yrtertt ^ w t I ^ 3f^ ]jite>i^ ^ f^ 3M ftxiR q)^ |it 

^ qq q?^ 3T^fecT ^IcTT tqf^^^^3fh?^TJ^^q^ qj? I 3MqT. 

Uil^qjill ^ q>q q>te q^ qq f^fE?f^ 3l^i^l?T flcTT t q 5NT | 

• ^ ^ w^ m ^ qrf^ sicrf^ % ^ amrRT 

W^ ^ #; #3n?^ qq 3T^ ^ ^ t % ^3^ qifrT 

^ # I ^ ^ t ^ 3Tmm q5) qrqr d^driH ^ i\ 

qR t amr if qr^ qrf^ q^driH # mm ^^WRiqi a^k anr ^ftq^ 

iqft % 4 )ti qfcPPrat q>) R^(cl q>mn aTeFT ^ cilfi vjeiMl q>t ^ qrf^ qq ^TR^T q f^FTT 
qq ^ I ^ ^iTtq q^ qrfrT qq ftqW artfer ^ 
aiMmPiq> qq vqrcn t % qMt ^ anqiq q>^ ^^m wq ^ # I 

• Rqqiqcd % ajgqq-l 4 q? qq^ # % q?^ qiq^ % ^jq-qh % a[MR q^ 

q>) qj^ afk ftqq^, q^mn, sqqK qqq, qr^T, '»ftf^ f^jqtqqrafi ^r atqii aik ^kq 
gcFftqqr q^ qqiftq q?^ ^Tq>^ qr^ 3Fq arqir q5tqq ^cFftqqr q^ Tmrf^ q>^ 
qy^ aid'll % feiq f^t&qq ^ qqtpft l '^^ ^<ai 'qrqqr 3j?R qr^i qr^ l^'rfl qq^ q>^ 
*f|vjiq^D ^ qq^q # l qif&Tf^q> ^ ^ q)Rq> q^ q^ qqsrq> qRT qfRT qif^ ^ q^ q^ 
I ^Bcqrq^ q^ ^ qq^ arqq^ ^ qj^ qiflq I ^qr^^iqis} qR 
■<jqyiqq>li ^ ^ q^qq iR ar^-aRR qtaf % ^ q^ q>^ # fvJRir qki^ qq qq> 
qyq^ qrqr qnqr # qt aRpr-aRR qtaf qr^ ^ ^qq> qjHpq ftqtq 
q>tqq qqr qreq qrf^ qq ftqkq q^qr anqqqq? q^ ^ qqqn # i ayq: yilirqqft q^ 
q^qqq qqqicRft % qqr afk anqyq 3nq>^ qft qim q^it qiftq afk q? q^qr 

% q^ qcqrqq^r ^ qStqq Rqfkq qR^ % ^ qiMcj^l qjt gw ^ ^ 

qRR ftjqr #1 





94. ^ ^ ^ ^ ^ ^ 

^ ftnu t 3 ft^ ^r ^ cl*n elPI, 4>I^ 47 ^ 

^ af^t 451 PlH I :^7fl 7 ft54I t 1 ^5145 45145# % 31^ 7 ^ 

Irr fis^n 4411 3ft7 ^ pp^n^ ^isn ^^ ^ ^ ^ ^ ^ 

t I 

95. S 

s# % 444^45 % 754 <t “ c| l -R l ft 45 314414“ 451 4#73 4^f t, 411^145 # ^ 145 4? 

c# ^ 3ft7 41445 # 4!fif^ 4n4 ^^344 71441 3iffij7J44I 451 <|7T 26 FFUg^TR 

c| | .mI 4 45 314414 44RI ^34 t I 57# 315441 4^ IJOW^ ^ 4^1 ^ 

^44^74^: 41741445 5# # i t I 714^ 4# # gl4T^ 44114 451 W4 
7145 7114P4 ^ ^ 454 ^144 47 14541 4(T 751 t #^537414 

t I45^4fit4 44"5l14" ^ t # 74^ 7ft7 47 4lfcT 3114141 % 451754 ^ t I 


96. 4I5t 445 571 4* 44 7144 t # Praia 45144 3f47t«^^^^ 
^454^t#7i4547g45t4I444^I3nt I 47^: 1^41444 451 44414# % ^ 

^ ^ W -cjdcIT % "HT^ ^ 1^ ^ * 

34^ ^i1#it451414I4574lt3ft747t1^^ 41741 ^ ^4^ 451 4M 
414 Pi# 45144 3i47p^l4 45144 5^ 3lPl45 4141 451 4^ #, HlPl^ #e W t # 

4fft4 % 7145 474 451 44444 ^ 4574^. 2010 ^ ftrai ail 3fl7 ^ 445K ^ 

4141 4naf|p|4 ^4lPl1^ 5374144 % 17 41? 414 # "aPl' 5^ 4^ 53#4 % 4# 45^ 
ufP^ #ftt 4## 31l1%45 #5514 3ft7 ^75311# 4415141 451 451754 4# 4^ W 5a^_l 
£4# #4 457^ t # ^ ^ 3l1^ ^ 3r4Pl % 1#I B7# 4174to^ft^^ 

Pn4R 457^ 15T 3ft7 31^41^14/51614 Pmi44 % Tim 537# PR144 451 ^5141 45# 5R 7,^ 

TR yfcT^ ^ t I 

98. 41# 445 571 7# ^ 71^ t. 3imi7it ^ ^ 451 47 W 1 % 

# ^ 16% aft; II1P145# #4 45# t # 5^ 54ixi #4 

445 4174 H 7145 475 451 4511 534114CP 4# aiT 3ft7 5^ 5f4I^ ^ # 

3TFIRfr m\ ^ ^ ^ ^ ^ viCMiqcpI ^ ^ ^jr5TR 

4# 4ft 7141441 #^t t 44l# 314 Tl#4413fi % 5TRT 7<## #711 5ft # 7145 475 451 73^ 




[ ?Trn 1—1^ 1 ] ^ tfto : 


cR^ cfn fcjiqo^ ^ I q^lftRT WR?T ^ f f^ ^ aTWT OT^qVl % 

erf^ ^ ^ t fuf^ Mftu]IH'W>{oM -^^'d^T ^TRcfT ^qqVl W?>^ t I 

V 

99. TjrfT Wf) ^ cT^ qq t IV-q^ q'^lfqr Tj4qcff q?t 

^ 3mf^ % qkPT % ^cMKH, OT^tt ^qqVl, q^R 3ik 4 

ffe t; qiRrqqf^ ^ cRI^ # ^ qicT R f^qfR ^ ^Yq ^ BTR ^ 

q^ qq vjcqrqq %qT t, ^ ^gsTR ^ q5t ^fTmqqT t I ^ 

v^rqTqqj ^ q? 3nqTT q?t qncft 11 % q^ q>M)-ay 3Tq^ ^Rqrqq afr? ^ "gETR qR 4 % 
qjqq vidii^Mi I qf^TTTRq^ arorr wqVi A gqR ^r^rr t i ^ qqR 

arf^ 3rq& ^r ^chkh aff? ^ ^ ^ qtcj gm.qMR ^ ^ q^ Wftrf cR^ % 

qq qqRff qq ^fW W t I cmrft OTm ^jqqW 3Tg qiP l d ^ ^ 

q>l^ q^ I 

100. uTfi qq^ qR?r ^T vicHlq-i cTFIrr ^ g# cT^ cR t, ^ rt^t t 

^ 6 ici ^ ^ orqqr qqq^ "^iRa %qT ^ 3ff^ \3tiY vswiqq^i 4 > qRT vjqR^ 
qqM ^ gR%T q#Y cmrY qq qrqr ftqq t i ^ 3 ^ 1 ^ q^ ?f4) 1 ^ t fir? g^ 41q q faYP r q?! , 
qq ^jqqRoj TR fctqR cR^ isreftq q5f qRqcfq cTiqq fcT^ ' ^ r qcb 1 q^t 

qfYqcfq crrqq ^ gdHi ^ qqqff ar&q? l q? ^ ct 4) f^qr qqr t ^ czjjqR ^ 

qqM % arnjf^q^ f 3lk q? % q^lq?! q>Rq?T^ 3 TcR q5t qqfF ^ 3 TcR ^ 

t I #4?^ Qf^q^q cnqq 4 qift 3 t?r q5f wqqr q^ t i mterft qYg % 
f^rr^^gujqT^ff^qf%^4t qq 3nqR r ftqffcr cnqq % ^ tRrqff % qRur 
yqidql q5f qqr^ Rjqq arf^ TOnff t q^ qf^ fq ^rqq r ^qr wfW 
viFcid qr fctqR f^>qT unq ^ cfj|^ ft^qr l 

101 . qfBT ?Tq> 'dIcJvjiPicrj %q % qq qqq t, %qq^ qarqqR ^ qiq q 5 t qff q^f 

t % qcfqrq qpTcY ^ geq> ^■‘iiqi qqqr 3?q>R qr^^qftq? %?[ ^ q^ bW I 

"qr^qrPiq? %q’' qrqq 4 vJcqiqq^, qqfqqr^ff/^qqYqq I3ff 3lk 3nq ^HcTT ^ ^ fe q q N q?1 
% ftcft qq qq#r ^ I qr&qqff stfT ^ qR^ f q r ^q ^ M qq ?3t?q qRMd : 
"qr^q" q5f czqqR 4> qqqq q^ ^^rtq q^ ^ "arl^" q^Y Rrqrqr q^qrr t 

?TTf4> qmftq qRR ^ ^ 5 ^ qq v3frRT qfcRqqf q^ f^irf^ q^ q^ f^qEq ^ ^ % 

^FTRl^ ^r 11 qjqR^ vsqrq HPJ q?^ ^ 4 qf! ^ anqmt ^ f^Rft yq>R qq 
qf^qq q# cFfqr; 3T?r: vJMq'lqdi3ff % ?3q vjcqiql ^ qqeRqqr yqrf^^ q^ BWt 1 q? 

qrqr '^idi t f4> qreq^ geq? crmq ^ ^ qngsff % qqqfq ^ fi r Pirgid qwrq % 

q^ 1 q?T 'W'i qqiRd b^ f qfY^qrqcr: ^cmkI q^f g^qi^qq? qlcRqqtRqjqr q^ 

5 ^ qqrq q^ ■^Tq?cq 11 cmift, qr^qM ^qrqf qm qr^fk qi^R ^ ? 3 f^ qf^RqErt ^r qqft 
q^r 3nq4t '^qRrqR qq ■^?rqf4> qisq^kt g^q? q^ ^ ark q^ ^^Tqrqr cr^ % 

3nq?qq> >iiRi rrqj' 'rflkd vjqqqT I ftqflcT qrsR^Wf vsqrq qrpj f4?q ^rk ^ qr^q 
% cZTcfR^ ^ qiq:l STjf^ RTH ^qqixq #Y, qt^ ’^RTk qq BTRT 3lk cRg % 
qqqtq^^ff 4> c^iqq> firq^eq qHTel^ ^ qqq | 
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102. ^ ^ ^ ^ t IfRT ^ 3TRlcT 

% ^fFTTcT 68273 # I^R % ^ ^ W|5^ ^ ^ ^ 

t 3ft7 ^ 5TW 50,000 # ifR ^ t I 

103. ^ cT^ "^TRcT ^ ^ WPTT <^l'Wf^4> ^ ^ ^ ^ t. 

^ ^ t ^ ^ t ^ qq ^ ^ ^ t 

cT^TiPt qi'klRch oqcjtiH qq mRuii*i ft>qT ^ % qqtft> "qi'wfcltp ^ara^PT qq 

?q^ q? t ^rqqWtq q^ qq q^ 'S^qrqq q€f #n qrftq qr i q? ^qpn t 
3n^qq> q^ vj^Vt ^ttt qrqr ^pqr ^ qw qqr qcidi t ^ 3rq& Pf^nqq ^ 
PKrqe 3nf t i q^ ^5^ ^ ^qrqqr ^ q^qf^ cqqqn % 3nq>^ % qi^ ^ Pi gq ^ 
I^Prqq Tffq t I ^ qpT^ ^ an^qq^ ^ qRq ^ % qR ^ ^fqqr 

qvT^ qq qqm t ^ ^ "^tqq >fqTl^ ft>qT qqi 3fk 

qqq5t fcpqi qq? t: q^ cqq^i4 qiRll^<P vJ^iq-i ^ ^ ^ ^ aii^ ial ^ 
s^qrftq ^qqq q)t 3pqf^ aiqgqq qqj f^qr I iq qf^f^rfrTqt ^ Mifqtpi'fl qtq q>^ ^ ^ 
>3^ qjt "sTfe" ^ t ^ ^ qHT ^ qr qrq "qq >jqTftq" i 

> 3 ^ % afk qq qqqtq q ^ % qqr^ §q qrft qrt ^ apqfirq^ 

qrqr vqiqr ^ q^ €! q^ vjeitq qr ^ q1^qT vjejVi ^ ^3®q ^ qft qqtf^ qr qq 

spsjiftq |l I qiq^ ^ mf^ci a^Nial % qqr^ "q)<^ vjeiW, >fqTftq ^ qr apqqr % 

^ qq Pn4qt % TTcH ^ f^ci<N q>^Tq>^ ^q'^q: qRqf4q> cZfcpiTq qqjq ftjqr ^ qft 
%# ^3f^ qrqr^ qjqiq^ % feq ^ qq5^ i 

104 . qq? q^ qq ^qqq t qRqto? cztctetpt afR q^qf^q? siife ^?Ttq-^?Trq q#f^ ^ 

^nqqft, M iRi cp i yf) ^TTft WPT q#[ # I qifcT anqrqf % qqiq qq qq? ^ ^ 

^mqpft ^ qrq^ (i^rftqq ^ ^ i65/90 aft ^ ^ 20 . 25190) ^r ^ ^qqqn t 1 
^ qrq^ ^ an^ ^ qrqr, y^wil^q c4tqq, q^ vjtfrq ^ q^ 1^ ^ ^ 
yrfitqqRqt ^ q? MRq 1^ qifeT snqi^ ^ q^; q^ t I qrq^ 

% qsqt ^ qpqf^q? ?i!f^ 3ft7 qi'wRcp oqcjtiH 4> qPT ^ qWf ^ ^ Rpq?4 q^ 

Wfq I 

105. ^ qq? ^ q 4 > qq ^raq t an^qq? qRq ^ ^ ^jqrftq qq? t sftq 

^qq^ xa^qrqq ar^-ar^ ^ qq? en^ ^ ^ Trqfer ^ ^ t I qil^rqq^ 

^ ft? q? qsqcf: q^ ^ qqtft? q^qpT TRqqT ^ q?TfqT qt^ % >3^qTqq aftq ftq5t ^ 
arftqq? ^ q^ "^rqrqq eii^'i sft 1 

106 . ^ qq? artq?^ % ftenq ^ ^ q 4 ? qq ^aqq t, qTftq?rft qtq q?^ t ^ q^qrq 
qiw 11 qqq^, 2011 q^ ^ ft?qT qqr qr, ^ qqqq 2010-11 ^ ^ ^ a?qft 







[ I ] 




59 


^ ^ ^ BWt rn%iT ^ I ^ 3^ ^ ^ ml?ra^ 

aKlRcl 3fl7 l|Ru||*ll ^ OTc|5% ^ f I 

^ ^ ? I[ ^ ^ ^ ^ 

fflf^ ^ TOfer 31^ ^ sTi^ w f I ^ f 

TJH t?n? I^TEIRI^ BcUR ^ ^ ^ q#f %qi S^ | 


|°f ■ ^ ^ ^ ^ ^ ^ ^ t, mf^m^ ^ # ft? ^ 4 

an^ ^fTFerf^ amn » gr^ ^ t i anTir ^ ^ t ft> anmi 

vicHiyi an^ 3 n^ ^ 'fi^Kwq> ^ l th^ ^ ™ 

™J!r w ^ ^ tRTT t ft; ^ arjmftcT ^ ^ ^ q;q IR 

sft I ; 3 ^ % q;q ;rr % qm;^ ^ ^HornfM gfe ^ ^ sft 

-S^ ’^i!^ ; 3 ^ it g;;ft/g;a^ft ^ tl^ sft cnft; ^t^ 

^ ^ ^ ^5stW ^ q? ^ ft;qi t ft; q? qtfer atraraf ^ % c^rhi 

^HcT^ qq qn ;f;g^ % ftpj 3mT ^3?qKq ftft^ 


^ ^ ^ i^t^ftrar ^ ammr drr amft if qpfft?! 
t, BiUft;!^ qte ^ f ft; w^fitftmi ^ ammr ^ '{rr itrar ^ jr ?nR4 ji? 

ft> qtg vjijVi ^ aftr ^ ^ I 5#^fttqT ^ 3fRRT ^ itrar ^ 

arft^ # afft qi?R RftR qqq>t atftci; f I * 


110. ^3^ JTF1?T. arftqq; cfnr^t gM «mr ^imr fl^. qpi gSt ^ if «Rcn 
aimgg; eft ftgft iftiR 3ik atrara gfft^r % ft^r ^ q;^;^ aik gR g51^ xr ftaft' 

afhr Rgg;ft ^ if wDTRqq; ;fi^ gg 3mm 3 nft 
xTO artcT ^ ^fmfjR arm ^ ftf ^fR;ftRT qrfg qfj^ qf^ ^ ^ ^ ^ ^ ^ ^ I 


111. msmM ftramcRft % ar^gsi II (ill) if t ft; ^m xr; ^ arUm; ^ ^ mr 

^ ™ ^ iftJ W8T xrrrmM xqm qff t ^ % fttxj ^ 

^ f^ ft ftft amneff ft; xmm xm ftrakxit aft^rr ftm t xqq q? ftqtft^, 

(q;) ycftcf, ft?! ft 3iii)icil ft; ftfttr ft xiicr mftrq ftmfrr qftxm ft; nftyR 

ft; ^ ft amrr ft yfft?R ft atftq; t 3fl^ qcftq; ft?T ft amnftf qft xii=ji mm 

?rrg ft) armrft ftf ftq ftrRm (m arft^ t aismi Rft atem-atem ftftf gn 
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^ ^ cpT t ^ atraraf ^ 1%^ ^ ajrarat 

^ ^HRT 3Tto> %, 3ft^ 

(^) arraifer >rfg ^fmpt ^ ^ TrfjRtrai ^ f^afJraf ^ IT 

3TRT^ ^ ^ t I 

112. -grtei^ ^ : 

■ 'JTR^ ^ ^ ^ ^ ^ ^ ^ I 

■ ^ ^ #HT ^ arfecji t i 

■ yr^Tcf^ ^ ^ ^ 3iT^iT^ ^ nm > 

■ ai l ^jidi ^ 'OTHT^ ^ 'Htrft PlNk'Jf vjf^ % cpjft% ^ 1^ 

^ TI^ TTFg^ cR^^ft ^ yfo'^fcrt cpT^ t ^ 

PlHf^feld ^ ^ t : 

■gj ^ \idlKft>1 StKT RPlRcl KidJI^'l 3frf 311^^ "^NT 

TTctTT^t ^ t I ^ q^TcF^ ^ 3TTJ^ 

3fk TI^ ^ TEFgd cTf^ 3nTO ^ ^THH I 


f ^ 3TRnfeT ^ 3fk 

^ ^Tfg ^ wm ^ ^ f I 3rRnfeT 3jk ^ 

CR^ ^J?qR ;?4 3TFnf^ 

% #Ef ^ ^rfrlOTri t 3ffT ^ yf^wrt 3TRnfeT ^ SHTO ^ 

ift t I 

tt. ^ % f^raWr 3ffT TI^ ^3^ ^ 'hhh tit^ ^ ^bhh 3mf^ 

^ vJdll'^ % I % 1 

^ ^ 3IT^ HT^ cf>FT5t 3Tf^ "I I 

^ yil^cM>D ^ ^ ^ ^ PrM ^ ^F^KTJT 

pRlk^ ^^jfxRT f I 


TT. ^Tc^ 


113. \jM’^cK^ ^ ^ 
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[ ^i—^3^1] w 35T wr? ; 


114. PfiTHfcTcfl % II ^ t ^ % Pr^rfror ^ (^) Trrfecf 

3fRTT?fr ^ 3fk fiTMR ^ 451 hW)' ^ RTfecT 3n7TRff % ^PTm 

mfer 3rRTT^ ^ 3fk ^fmPT ^aff % ifMR ^ xr infer arr^ % 

TTTO ; ^ (^) ^ ^j?qT^ % xacqr^ ir ^ anwcr^r % Mfeii4) n^rr^. ^ 

ciwT^ ^ ^nfer feft I RTfer arRn?fr ^ ^ urr^r yrfemf^ ^ 

^ ^ fc|^ w mfer arrnTcff ^ ^roi ^ ^ ^ ^ ^arqr^ ^ wt?t ^ 

^ R'^rfe gfe t I ^ tr^ cfefe ^TTfer anwr % itrt^ ^ t, Rrfer^ 
^ w R^ feTR w RTfer arTEncfr ^ rr?! ^ wr ^ R?feT ^ g^ 

^ arRite Rjfer Rfe?ft g^ t amr w an^ % r^ ^ R^feff ar^an arrRfefj 

RKicid anf t ^ R?feT ^ RT^ ^ ^ ^ ^cFfRs an^ t, Rft apRSR RRfe w ctr^ 
RR Rf ^ I" 


115. RieR^W feTRTR^ % argRR-ll ^ %r (IV) ^ ^fej rr Rrfer anwr % rrtr 
% Rl^ ^ feRTgfTR t : "TOfer Rt^ RR Rlfer aTTRT^ ^ RRTR ^ RRR ^ 

fer^, RTR, vicRKH, R7^ feRR, RR aTTR ar^TRI OTcTT wftR ^ WRlfe^ 

ajk RTRifer feiR^ Rrfer r^ c^ fR^ ir ymcr ;gT^ ri^ rrr^ Rfer arrfe^ 
RRRR^ aftR RrfeTR^; R^ R^, RT^ Rlffer R?f RTRT R^t RRlfer RR^ RT^ RRRR^; RR^ 
RRTR, Rfeigtft, rWtTR, RRT^, <ff\ ^TRcR RR RlRRfef) afiR RTRlfer 

RT^RKRR) RRTRI RR gcRTRR ^fTTfer feTT 1“ 


116. arrtefi R^ R#R ^ R^ RTRT ffeR t fe RTRR ^ ^J?RrR % Rf5R ^ Rfej R#R R?r 
if^nRRT ^ RTRRfefj ^RRRTR vJcqR ^ RBT t I cnf&rferR? RTcRIRR RRRfI, 201 0 gRo 
ffen t aflR RRTRR 3 R^ ^ arfep RR lTRrcTR1?RR^ ^felRT R# t I aTcT: RTRIR R^ 

RR Rifer arrRr?ff % rrtr R?f rttr r^ % r^ % fer^R rr anfe? [cf^^Rui 
RTRT arRf^ % fcTR ffen RRT t fefT aTR& 4 RlfWlRfe ^ ^rRTR RR RcRTRR aflR RRTR^t 
fer^ R?i t I R? fe^RTR RrfRRR Rife ariRTR RR aflR cTeRRRM ferfe RR fcTRfe amTIR 
RR R^ ^ 5 ^ % feTTRR RR feRR RiR^ ffelT RRT t I crRTpT, aTTRlcT ^ RTRT aftR 
RTRTR fe^ % RfeRRT^ RTfefet ^ ^ arR& aftR TJ^cfe 3 RRt RR feTTR feRT t I 

RTfer arnncff rr HT^ld^R> rrtr ajk r^ NgnsftR rtr tthtr 
RTRcT ^ fer/^RR^ 

7 

117. ^ 'HcRTR R?t RFT RR fertRRT R^cJ 'dc^iqcp) R^cJ fef^ aftR RT^t Rfeft 
ariRTcfr R?i RTRTT % RnR ^ feRT RRT t I 




inr GAZErrii of India ; ex i raordinary 


|I‘akt 1 Si c. I 




vic/ET ^ 

3F2I 

\3cq|qc^ ^ 


^ 3n4RT 


3r^ ^ anw 






TTFT ^ ^ciii4 2007-08 


vieitiT ^ 


3r^ 


^ 3TPTRT 


3p2I ^ ^TPJTcT 
“RRcT 4 


yj^‘1 1 

2008-09 2009-10 {^ 3T^) (^ 3Ri^) 


334 21,297 17,038 


3,224 


58,504 

46,803 

1,510 

1,208 

85,341 

68,273 


Tm.'^0- 3T^'10- 

in^'lO ^'10 


31^.' 1 0- 
f^.'IO 


‘11 
^•11 


8,259 I 10.486 I 8,807 10.284 14,985 13.942 


6 I 236 


9.552 13.016 12,870 15,852 21,161 22,443 

118. ^ =fte llirar 1’IR^ ^ (^X||7I#=1 vicMK ’itT ^ A 3(r4l^ ^ 
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I'vrFi 1—II 

^ 3TPTRT ^ Hnn 

?[8n 3r=^ ^ ^-161 eg cRg % 3TRTcT ^ iTT^rT ^ vJTm 3n^ 4t 3n^ ^ ^ 

^ ^ ^ ^ ^ ^ ^ nf t I ^ ^ uTRH 

i" fclT^Kl41'1 'J^lg ^ ^14 3H^ epfftef)^ ^ ^^rfeTi? 'tlKtyjl^d 

3nWt (# ^ ^ 3n^ ^ ^ ^ Tn? arj^) tr ^ 

t I ^ y^K ^ ^ [3n^ 4t 3n^ ^) ^ ar^-aj^ anWt 

^ ^'^I'dl f^<4l ^fRT !■ I 3Te[: ^TT^T?W 3n^ 4t 3n^ gNT '^Rjd 3TRTcT 

^ iTT^ fcT^ 7|^ t I cRg % 3TRM ^ TTT^TT ^ # ; 

cliRch R;?c^hui 


3TPrra^ tttott 

lafl 

2007-08 

2008-09 

2009-10 

3T^'10- 

^■11 

('Jii^ 

3Rt4) 


dilqcbtyd (^irm 
3Rf^) 


'{1141 


39 

6,957 

10,177 

8,142 


'{1141^^h 

2,943 

20,244 

22,783 

22,052 

17,642 

•^ftefePT 

'{1141 

r 7,934 

11,171 

13,270 

20,410 

16,328 

41"I 'jH.^I^I, 

'{1141 

59 

^ 769 

999 

^5,865 

4,692 

yd ti4cs 4 ?t 


10,936 

32,223 

44,009 

58,504 

46,803 

3pil 4?t 

'4141^^h 

975 

11,704 

8,618 

1,510 

1,208 

yd arriiidOj 

'?H41^h 

11,911 

43,927 

52,627 

60,014 

48,011 




3)MIc 1 dl^l 

lail 

'!H 

^.'10- 

t?t4’10 

3T^’10- 

^'10 

v^dl^ 10- 

%4.'10 

3T^.'10- 

f^.'IO 

■ 

■^.’11. 

^’11 

3nte'11- 
^’11 


^41 

3,553 

3,690 

1,984 

1,130 

1,568 

1.805 

4dI^I4l 

>{1141i^h 

2,417 

3,873 

4,221 

3,643 

^ 6,131 

4.184 








120. Ull5|tbl'ft "Hte f • 


(^) 

(m) 

N 


HTOR xR aram ifrf% aram % ^ ^ ^ ^ 1§ S. 

ri«^^ 

n^ ^ ^ 2010-i^, 201^ « iJ^f^ 

3Tto t I 

2007-08 ^ aiwra ^ jra 11.911 7ft 

rS^^S aifTH-^. 2011 ^ ft ^ ^ Si^ J 

^aiwR <17 saf^^ % ^ atrara ^ ^ ft 300% ^ afttna gft ^ 1^ 
95^1 


e[FjTK 

121, ^^%f^#l^ft3™cit% ft ^ ^ 

^ 3n^R ^ ^ 




[ tjpT I—I j 

3RI ^c^TR^~ 

3RT t?T 


^ TRm : aroriTR^ 


^TPT n cIMk 

%RTT 

^aft 


% 

3RI 

% 

'3rRT^^ 



% 

3RI ^ 

% 


^3Tt tTTT 

2007-08 

-^_ 1 

2008-09 

2009-10 

3T^'10~ 

v^'11 (viTTtl 
3T^) 

% 

- 

" 

0.63 . 

24.96 

% 

■ ■ 

- 

- 

4.72 

% 

91.82 

73.36 

83.10 

68.55 

% 

8.18 

26.64 

16.27 

1.77 


86.46 

10.04 


^^'10- I x^f^'10-I ar^.'IO-1 ^.'11- 
^'^Q f^cf.'IO f^.‘10 ttt^'11 




77.99 66.22 64.87 73.81 

2.28 TtS ^64 ~TW 


62.12 

1.45 


122 yrtejift ^ f iiif^ i f^ch 2009- 

10^^ SJT I ^ 3^ % 2 ttt? ^ I ^ 

2010-1 1 qir^cpiq^cll % dlfillf^cb 'v3'^KH <?7T U2H 2JJ | ^ % 

f^mr^kR ^ 7TF imr wr?r t ^ 3 t^ M ^ ^ f^RT^ 

^ ^ ^ ^ ^ ^ 4 Rrtct^ ^ ^ ^ t I 3TcT[crr 

ferTTT^ ^ fcTHT^ ^^TR ^CR fR WT ^ ^ ^JcTR-W^ ^ t | 
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gTOT ^ 

123. ^ ^ ^ mm ^ 




6 ^ ^ 

1 6 ^ 31t^ 


fcl?^ HI'Jll 


3n^ ^sTPfcT 


-- 

^’11 cj!n5<iTif^ (^ ■ 

1 ^ 3 ^^ 2009-10 (^3raf?D 3T^ 


*** 

'WW^~ 2 . 2 ^ 22 . 98 ^ 

^ ^ ^ - *** 

# ^ xjjT 334 21,297 

^ 8,333 62,500 


18,384 


17,038 


50.000 




^3it ^ 






# 4t tpT 













[ I—1 ] 




L"\? J ^ ^ fimft aft. «™t 

^ wm ^ .?T t .fftn ^ e^ ^ 3P^ ^ ^ ^ ^ I 


g^^q)nt|.qife^3mil^anaam 


iRm 


^ fk^LT^.r^'^-^L'"^ ^ srmcT <PT .T5isi t, in)?fimft |.i smuj. fimR 

^ sm iiRti ft .[JTpr Jift cftftra gft h?.^ ft a^fijgj 

^ If ^ ^ ^ WFie ar^ t, .ft ar.^ ..feW ^ 

^ ^ I 3trara chlw ft cuf^ gj, fftT c^nu i fft n i j'HK fft^ 7^7 f:- 


__ ^ ^ 

VII OII^ Ki^o 

2007-08 

2008-09 

2009-10 

•■3j^ct, 1 0 -^* 1 , 


* 

12,831 

11.104 

11,362 


" 10,980 

11,609 

10,726 

11.797 

--- 

12,352 

13,236 

11,929 

12,616 

qR 

7.488 

r 10.234 

n"l,307 

r 11,198 

fM 'H^.s 

11,956 

12.142 

11.162 

11.947 

^1 

12,785 

12,378 

11.434 

13,619 

Jc^ villijici 

12.024 

12,205 

11,206 

11,989 

--- 


126, OTTO ft f?l*ii^ciK iic-5,^ qjT fiRftqt. f¥=Iigffl. f%^IT JRT t: 


^ <JTT^ IJTp 
3TmT?T cf^tiR 

' 10- 

R^f'10 


T- rr--.-—- 

'iiyci 10- 
■-^‘10 

1.0- 

f^.'IO 

3^.' 10- 

f^.’IO 

r^.'h- 

Rxf'll 

aitla'll- 

^’11 

3^ 471 

11.572 

11,764 

11,847 

11.818 

11.934 

12,256 


P 12,288 

12.802 

14,993 

^ 14.497 

13,264 

13,108 

■__ 

11,647 

11.794 

--- 

11.929 

11,884 

11.967 

' 

12.276 








anzn^ ^ # an^-TP S? t I 

^[ grtojT^ ^ ^ ^ ^ wra ^ V ^ ^ 

2 ;^fT^ ;j^ ^ ^ 

fJra^ t ftr rriWl^ ftrM ^ eTTO! ;1T; 



2007-08 

2008-09 

2009-10 

2010-11 

yira 3T4t^i 

1 ftn 


136 

132 

TIi 

148 

1 DU 

11ft 

cf^ cf^lHd 'tJ^ei.Et 

100 

97 

89 

109 



M'l C_v^x-r^ '•'I ''-■ .. ^ >^ ^ 

12a ^ ^ ^ .oo/„ ^ ^ I ^ ^3W( v[^ ^ ^ ^ srrmcTt ^ 

aij2»^* 
no mterft ^ =it^ ^ ^ ^ ^ 

f_^ _„ Pr O i uW '^r?;nT-3fH^ TPfTRHt % 'H^l'Jl'^ fil'^ '^TMT o 

tot’TOTO t ft! ^ f® ^ ^ ^ ^^ ^ ^ 




^ ^ ^ ^ ^ ]?ft 3n^ xTi^ f^ryfcT y5hcT ^ ^ ^c^npft y^ 

^ ^v L^ ^ ^rrfSi<M'^ ^ <p^ f % f^ f^f^iji' ^ 

efFTcf 01 ^[[^ ^ 'HHlf^cl cfvf § I 

^*ia 3^7 yR y>hm g^ f^gft 


ajpiraf 

c^t gfrm ggtn ^iiiR^t afrHw.Pra^ 

^ ^ ^ ^ % \ -^ yytuHTsJ 3?raml[ i$ T^ ^ cfft WTT 1% 

nw cCT ^ ^*ii!(jc^ cpt ^ ^ ^ airajcf <^1.raf % «itt ^ an# ^ ant to % 
OTartt n ^jftm >jfn ^i afi^ % nrn' nSt nt t i 

13 3 giTtn nSt ftro nrf^t nn Prafro gifm gm TOm 

|2/<P^7m ^ cTsn nro itr^n totk nf^ g>. w in4 


134. cFR 1^ iR ifj ^ y^j^uRTs} ^ ^ an^ncrf % 3jft^ 

tii^i nSIncf nn gmr ^ araiSr % f^ PrafRn «ratn nit afir ^ fStaft ^ % 

^ t I 
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135. arrarcff % ^ ^ ^ 

^ ^ ^RTT t 1^ ^ ^ ^ PMciteT 

^ftHT ?ra> <Pc?lcft ^ %'. 
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r MFi 1—7^ I j 



136. ^ ^ ^fTW ^ M ^ IT^ cfJKr ^ 

Cf^ 

^ ^ 2009^ ^ ^eini ^ ^ amf^ % armr?^ % irf^ ^ ii TTpreit 

^ ^ ^ RrT^ % ^ITRIIT ^ v5^ cjJt 

^ ^ ^ 3TT^ I am: ^t ^ vj^ ^rmmf 

^ ^fw ^ % 3T^ ^ ^ ^ ^ |3n I ^ 

^ «TrO ^ ^ ^ ^ ;jft^ ^f^ujjTI ^ ^ ^ j 
















































[wr 1—7^ )] 





cf^*^d cpcldl 

>1^ 1 l-T .l_ A fV 

% 

*** 

*ikir 

*** 

* ★★ 

**4- 

ii Irit 


«p|*^cf cpcicti 

% ^ 

cFjItTcT ^ T 

30-40 

TUihi Tf TkTl 

\ 20-30 

‘20-30 

' , 

r 20-30 

20-30 

^20-30 


^ t 






\ir -ill o|| 

3lQcl'IO-^‘1 1 (^ 3Tcrf^) 

5iTu TTFcT qil^d 

4t ^ 

*** ---- 


^.Afft 4t ^ 

12807 - 


r ^.Afit 41 ^ 

*** —;---- 

4)^ cfj)Hc1 tTY 

% 

* *■* --;- 

'^’H 4?IHd L|x |6|;|>I 

—- 

% ^ 

SO-"^ 






arf^ »TTfe 

^3fr 

^ anf Tfr 

^Hd 

5Tf^ Hlf^d 

5lfd HlR^d 
% 

hiHSu 
% ^ 

^r4l!?ii)i 

41 Vq 

♦ ** 

12657 


**★ 

55^65 


41 XJTT 

Jt * * 

ri3142 

*** 

i-^r* 

65-75 


41 

*■** 

12616 

***■ 

4r 4 # 

55-65 
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Z ^ Mi” 

3T^>Trf^ ^ ^ ^ ^ * 


* 


141. 



aft T?»T 

2009-10 I 

3I^t^’ 10-^' 11 (^ 3ral€I) 

[filfpi cJtI cIPI^ 


*** 

Q/ 


oglrl 

100 

o4 

l^tpl 0l*1cl 


*** 

nn 


H^Tl 

ioo 

yu 

^/ (fTt^) yTcT 


*** 




^ (Too) 

(8) 

eTP7/ (Ft^ 

ema 

*** 



a#i 

(Too) 

(510) 


142 ^<14^ 2009-1 

”' * s,1 * s*.»« 
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[qrn 1—:igTrg i ] ttTO: : a^raipi;^ 


143. ^ f % ^ 2010 ^ ciiHiif^cp vJcHiq^ 

’ ^ f^>^TT I vJ^fm % fcTm Pl*MI<i4 % ^ A ^ SPTIcI 3ft^ ^ «ncT 

f^-c TR ^ vJ^ffn ^ Mll^d 3Mcfl % cf)K^ qi'wRl<7> c^cj^ c^ <5141 

f^ t, U l l^ch l ^ ^ qfMviHFm Pi*4144 4j 1 ^ ‘^I'Wptcp P'Hiq-i Vi\ 

I^ S ^c^qu f fijjzn t I ^ 4 W ^d4lrH4) ^fT^^ ^ t: 



^3fl 74 

4R<Avjiii RtI^ 

WT 44 

c<j'w[^<?) 


c(|f4c^^d 
(4Tt4 3T4l?^) 


% 

***% 

'**% 

***% 

\dcyi44 

>{^141^^4 

*** 

22,980 

18,384 

f%a>1 4?t dlMcl 

^Ji/# 41 74 

*** 

**4r 


f«f^ cJ^IhcI 

W^ 41 74 

* A# 


*-Ar* 


W# 41 74 

*** 

*«* 

*** 

^ (?TPr) 

(?ii<a 7)47 

**# 

*** 

**t 


144. vdMjcki ^ Wterft ^ f % 3PT^ cJiPlf^ ydidd % WT 

vJtffTT ^ PlC4l44 vS’d^Tj MRilY^^RT RmYc^ y^nepff/cTPT^T^W % ^id^HlPfd 

^ ^ cM^ff ^ ^ 9TT I mR^J)^ ^ WT ^ ^ ^ 

vjtf fTT ^ vi(^i44 3ft^ «RcTT dM^Vl ^ 4?^ ^ ^ I WPt47]ff 3TT^ ^ cjj^ f 
A c| l >wfc | cb % 3T^;^ Wm 4>1 ^?4T4^ cTTO 
^ 9TT I !JlPl4>l'^1 ^RT v5d^i44 eTFM 3T?R cfT^ 'MlHilt 4?l 4^*10 ^ 4^4^ 3ft^ 
OTcTT Wft4 % 4R ^ 4^ 4^ ^ ^ f^ W t I 4B' 4^ 3T4;m^ 4?f ^ 

\3dl^l ^RT 4T4T 3Tc4Pl4> f«t4^ c^ldd ^ ift U^Rld Bicft % I cR4 4? % 

% iR^ vjd ^ 4^ 4^4 3T4pr % fcrdl4 4T^ ^ t 4T4% 3T^4T^ % 

^ % 444 4^ ^ ^ 4RR 4Tr^ 4>1'?t4T44^ 


Pf^tR 3TT4 

145. "eR^ gjMK A 4^ 4^1 Pr4^ ^ 4^ vitM 4^ 3Tfer 47 c^ 

PHl:i>HR 7?T 4T: 
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. 

^ aft 

2009-10 

aitm'IO- 
^'11 (^ 
3T4f4) 


MR4l'd41 
Rqt^ ^ 

3T^^ 

cjilqcfjlyd 
(^3n4 3141^) 

«i|M 1^4 HP7 

dKa 'ioMk; 

*** 

AAA 

AAA 

AAA 

«i|M »i4 ^TTT ('li41«l^) 

e1l<a 

-100 

-235 

-235 

AAA 

Pi41f^^ '^'41 

dl'ia 't^M'vl 

A 

AA-A 

AAA 

AAA 

Pi4^riid ('{^4161^) 

dKa 

100 

90 

90 1 


Mlf^ 3TRI ^ 

% 

*♦* 

AAA 

A A A 

AAA 

Piiilf^^ Tj^ iR aM (^q4te) 

% 

-100 

-44 

-44 

AAA 


146. vjg jcKf ^ urterf^ ^ cfT^ t ^ vrdt^ ^ 

3n^R cTm^ ^ ^ MRiilvjiHi crm^ ^ ^ ^ or^JTRt ^ ^ ^ 

^ I 3m: wteiff ^ % fcrf^p^ ^i;^{i>3Tm ^ ^ 3 t%p erro 

^ ^ ^ t I Mif^ctjf'ft ^ ^ f f^ ^3#Tr cTm^ ^ ^ w ^rm 

3T^TTTf^ W arm ^ ^ ^ ^ ^ 3Tclf^ % ^ 

% Mlf^^ 3iNIcTl % ci^K^i tllCl ^3TT ^1 

147. eTMN ^ '^^ ^ srfer ^ ^ ftTcTK 

ijw ^ cm iTHm Pi*-ii^>«i^ sn : 


4rmf445 

^3ft 

2009-10 

3[fm'io¬ 
n'll (^ 

amf4) 

4lf^4^1c[>d 
(W4 aT4f4) 

LiRiflvildl 

Mi ^ 

?4tT/ (ftRt) 


-100 

-416 

-416 

A* A 



100 

203 

203 

AAA 

d4>c; eir+i 

dl'S 'dMkJ 

100 

-259 

-259 

AAA 


148. mf^fcmft ^ cji^ f f^ amnrfr % cj^kcr sftr ^ 4 y 
-c^ cTST? ^ fM^ % 3T^^ 4j44t 4^t ^ 4^1^ % 3i^HM'i ^ ^cbNc^ 

^ 3T4f^ % ^imr ^3n t l 





















_ ' _^ TTTO : SRTI^iTRnT 

aft? 


149. ^1^ ^ % Tt^im if 


.-^ 

^3llT!>I 

2009-10 

“ aiki'lo-r^'ll (Tsimarafer” 

TTvil^lN 


90 

113 


pTR5 ?>?? 

r 100 

r T399 ^ " 


150. ’ET^ vj^ ^ ITT^ TFTTeRJ^ ^ ^ ^ #: 



Tj’T 

2009-10 

3 rt>^'io-^'ii (^ajcrflr) 

'k;i 0 


A** 

*** 



100 

119 

^cNiq-l 


2,262 

22.980 ~~ 

^rrcf 3 T^ ^ aft^ 



1318 

^i^qK vJCHiq'i ^ ^ ViHH 

aiV'Hd ^^Tcf? 



0.86 


4F ^ tp^ # % ;;im arafe % ^. ^ % 

imTopfl ^ WT an, ai^ TSffm 0.86 w % alW 

^ tf^ ai^ Tram ^ w nrar ft>7ji t fil> g? <ro% SRT T3^q,^ ^ ^ 

<i^ ^ ^4nf^cpmifTfmaf=i^TreT%. 5^ wri^ 4t ^ 

^ » q^ Tram % fimff 3iW w % ^ ^ n#raf nn ^m^R 

f I f^l^<^ciui f^nf^RacI wf^ ^ 7T2TT ft: 







[vnn I—i ] ^ 79 


sJc^W^bcn 


153. ^ vd<^ic^?bdi ^ vSTm yfcif^ ^ vif^ <»)4t:ii^ \30^^t^^ ^ ^ ^ 

^ t ^ PlHl^'HR t: 

7 



^aft ^ 

2009-10 

artt^'io-^’ii (^ 
aryf^) 

yf^ vi<^i<c*>di 

^ 4t 
Tpr/f^cra 

37.70 

. 

67.81 

yf^ ch4t<l71 v3cyic;4>dl 

^ 4t 

150.13 

211.17 


154. im^f^ vsnmt f?j>^3Ri^^r^3cqT^^^^^;ETK^3nt I 


155 . t ^ M vdcilKJ-l ^ cnP>lf^J^ vJCMiqn 

^ I 3rt: vjiitn ^ 3rf^ sft I cnznftt, wtn 

^ 'ia'{|6| cPT ^TFPTT <^>'<*11 M'$l I 

55L0^?L2Eli?&^5?I 

156. ^ t v3?ltn ^ XT^ ^ ^snfttcT 3ft? ^ 

f^T^ "nTT I cTsnf^t, ^ ^ Pi'Hicr^ ??^ ^ ^ ^ 

^«t>'til*1 6^^ 4^ ?tHTcFn ??^ I 

^ c|>sr^ cTT^ c|n^ 

157. ?teT^ ^?Tf ^ 3T^ ^?tr ^ 3TTTO v5^iq % cIMia ?T?^, 

^ ^ c^Kcffi ir c?>?^ ^ ^ 9)1*ia cpt 

xTf^ -m ^ ^f>R^ ^ ^ wt t 

3TRTf^ ^IHi[t ^ viyt*l cjjt te5^ ^ 9)IM?t ^ 

^mR ^ ^ ^ t I 3mt ^ ^ t 

^ sfzFfT^ ij«|*^ ^ STTmcT ^ ■§■ I ^ v5c^l4 ^ 4>t4 

^fsiRm ^ t I ^3^ ^ ^ ^ imm ^ ^ ^ ^ ^ ^ ^ ^ 

^ ^ I 3Rt: ^ ^ 4?r % 1^ 

f^utc TR tTcjjTTT^ cf)TW sdc^K cf>t smiTcT 3ft? ^llW ^ 'dcHiq'1 cTTO 
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f 1 ^ W T^cicil t, Q\\*\^ 3lf^ t ^ 

aTTOTff ^ <WM>\ ^ f eiMici % 

I 

158. ^ ^ ^ ^ t ^ 

^ % H^HvjIs r v3^ ^ ^ ^ ^ t I 

cim ^ smr 4 ^ ^ ^ Bcqr^ ^ f ^ 

^H^Hchdi 4)M«f1 % ’ft ftxlKiViftT vj^i^ ^ f^>TT ^ STTTTdt ft 

TTifi ^ ^ 3fT2ncft ft PKNci sipft ^enf^ 2ft I ^ftrd ^ 

3rf^ t I ^ ^ ft?T^ ^ ^ ^ ^ ^ ^ 

gmftt 3TEfFTdT ft» 3TTft^ ftftHfft ft ^ftt ^ sft 1 SR^rf^ 

Tlfed STTTRff ft> chK^i v 3E4V( ^ftTcT y’TRf ^ TTFFTT W ^ ft 

^ 3R?rt^ ^ V3^ ^ fftaft ^ ^ w ft f^RTft 

3TR sjk dchKIrTO ^ ft I ft^ ft '3?^T^ ^ T^ftRT ftPT ^ ^ 

g||cj;jj^ey vj^V f ^ Pl«tIKT 3i^*iiPio ^ Wift ^ ^ ®n I Vj^ld^l % 

^?ftn ^ vidlKd C^FT^ ^ 'HHl4)v»H «fjTft ft> ^ ftt vie^Vf 3PFft 
■gcTR^ HPTcI q^JJolft vif^d HFT 4>^lft ft 3l'd*l‘4 2n I 

159 3m: q? ftfe W ^Ffmi ft f^ qft aft^ ^ ft I 3TT^ ft) 

qroTR ft v3?itn ^ ^m\ ft ^z^mm ^ ft i sneTM 'dejVi ^ 
PHilK T 3TftfeT W ^ Wift q>T ^ ft fftRFft T? ^dT ft fft? ^ 

cii^[ft<?? ai1^ ift ft I 


51. q)ix»liy»l«^ 

^gftn ft> 3|«i^li| 


160. ;3^ ft T? argftq fftFir ft fftj ^ aft^ ^Tff^ 3™^ 

^ ft qftrift? anqrfft^ afk ^ vJ^rm ft> fttq ft ^ 3 rr fft^mm ft I 5^ ^ 

3PTft1 vjdIKd ^fftqiaft ^ ^ 1^ 

^Tiqft q^ ^ q^ ft ^ ft 3k fftq^ Fmr qq w q>q ^ ft, fftqei fftqft qi^ 
ft RK i cie 3 TTft ft I ^ qq> 3 k qkm 3 k 3 nqmqft qft ^ qkm ft> 

■jkl 3 RR ft, qftl 3 k ’qftc^ cito w qft ft^rr qq? 3 Tqft >RqTqq qft qqrft 
ft 3 Tam ft I vjdq qft ^q?^qq BFrrqq % qrqq ^ qft 3 T?qf^ qqft ^ 
^mnqq % ^ ^ i d^fk ft ft q^ ift ft> qr^r ^gcqrqq ft fkrq^ ft> 


^ TR. ^ # ?fgn 4 ^ ^ w. ^ (m.) f^.. 

^ ttxt 3T^£T 

161. qiFqc^icpal ^ 6ici ^ 4 3fcpn \dc^[q-i %z[T t f ^ 6n?T ^ 

t ^iR<qj|cr)cil (i) ^3T7# em7?T;(ii) ^ fW 

(iii) ^ % ^-^ST ^Tcrf^ f^WT ^ ^ fcrf^m W<b\ ^ I 

31^™, 3TT^^ ^JlftTTT v3c4lc{-i efFRT 3Tf^ ^ jck1 | ^>HK 

ti'^ cf?RTjft ^ ^?n ePn feRIT # 3fk ^ cpRq 3t^f^d 3T^HiHI'^ f I 3T?r; 

yiftjqjivTl t ^ \dM^<W ?T22[t cf?^ f^PT^ ^ TTcH 

^WTT % STRtf^rcT ^rrf^ 3Tpm^f % cfTRTJT ^ ^ t 3fR 

^ 3T^ ^ ^ ^ ^ ^ ^ ^ ^ 

^ t I 3TcfM, tri^ ^ cflxIM ^ t, 

^51^ fim?f cf?iTT^ ^ f^vfcjci 3TTf t ufel<^d ^ ^?n ^cTc^ t, dKU || pHc^ 

^ eft €n?T ^ ^ 3TKft t I 

q>r$g)>{ ^ ^rft^ (# w ^), TT^f^; TT^r^tik ^ t?^ • 

^ ^ ^ 3fk ^ (I^R^ TT^ ^ TT^. ^ T?^ 

^ ^), 3ft? ^ 1^ 7T? 3T^t[ 

162. ^TTf^ppTcfKTf cpt appn, vic^icn. appn vSMiilJi, flr???f, envJTN 

cp^^nfM Hlei>{^4l 3nf^ % ^ ^ ^ ^ t I 

eiiHyqeil, f^rt^ 3TPT, sft^ ^PT, ^ ^^^sl^g- 

^ ^ 3TRtf^ ^rrfe?T 3mmi1 ^ cm^ ^ ^ t 3ff^f^ ^3f[?ft erm w? ^ 

^3^ c3FRT, WrrJt ^3^ c3m?T, ^3^ ■'3T<4'lf>ldl c3FRT, ^3^ MRcT 

HFRT, ^3^ ^ eTFRT, ^3^ eEfR c3TO afR HFRT ^ ^ ^ t I 

^^TfxTcfrr ^ Cf)iy:u||(^c^ ;fi^ cf^ f^J^^uy cy>^ ^iRjcfjichdl ^ Sp^ ‘JWefpT vicMicid 

fW ^ 617^ ^ ^ ^^(^tiui ^ %7TT t 3ft^ ^ ^ ^iRfchl ^ ^ szflYT t I 
t ^JTTf^cy)i4?di ^ ^ ^ ^ #q 

qfcRqtyf ^ qrRTJT t I qf^ ^ i\, sft^ syplf^id qrfer 

qlq ^fJK’JiirHc^ ■ffqq ^ I 

14|[^c|t| 4) gKT vritq 

163. LjidH'^M f^Rp^ ^ 3^5^ yrterft % 3 p?t qmf % "Hrar-^ST qif^ 3nqi?fr 

^ ^ ^ 3p^ wr q>Rq^ ^ qj^ sf^fer ^ t f^m^ ^ ^?prt 

^3iltq q^ ^ ^ t cTTt^ ^ 3rq qq^q? ^ ^ d^ q^t q^T? qrf^ 3nqid q^ q 
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^ ^ cfTR^ «['tiR|cr> ^ f 3T^ % ?iiRici 

f:- ■qrfecT ct^Hdli IR "^T ^ ^ 3TFTRTf ^ ^ cj?|TTcr, ^ ^ ^ 3?^ ^ 

^ mQciJh . 3ft^ % czn^R uRl^tllrH4) cZTcT^N 3ftT ^ 

ylrRq^, ^ ^ Rrat?T PlCMIciH ^ vdc^lc^cfjctT 1 ^ W\ 

^ ^ ^ ^ sf[ 1^ w Rmt ^r ^ ^ 

^ ^ % I ^ ^ w an % :- 

cF i[\^ ^ siFipft ^ 3flY uiRl'Pi'Tl f 1% 

3Tn1^ % ^ ^ 3TTnm eft ^ 

•^ddH t ! 3 TcT: cfrfT^ ^ 3imid'l % epR^n KiU^ c^t ^ 

^ 'fRpft I 

fm ^ cf>^ 3ik ^ Mf^^Tchl: ajF ^ R^PTT ^TTcn t % 

^ ;s{c^ % ^PR ttft ^ 1^ t I ^ ^ 

RNfi mRci^^ ^ ^ “ifr ^ t I 

TT afk vjcqi^ % WTN yIrRtITRcij cqcn?R aft^ 

#Er yfrRcraf: cr^ ^ 3TRm fcFR^ “ift ^ yfci‘4l^ ^ t afR” tt^ 

^ A ^5^^ 3TTnm t I ^3^rtn cr^ ^ n§Ei 

^ nfeP^ cfjw t 1 d'^Vr ci^dd ^ ^pldd gm 

3p?jf^ wte ^ t iRariRr, RJt# ^ ^ ^ ^ 

TR^^ ^ fc^RT t f^RT^ '^^ Rlc^ ^ f% fcl^ 3fR 
% ^ yfcR^ ^ fMM f^RRPT MRciJd ^ |3n t I 

^ tem: Rd^i^ tTSRTR ^ tern ^ 

tR^ vi^Vf cjic^ epR^ % «[R ^ cfA4 vjciNI ^ ! 

Rc|d<^ ^ TfRitRraft ^ 3TRlto) fcfcJJRT % ^ ^ ^ t ^ 

^ RpjfcT PiHjKH : yrtei^ ^ t % 3 tt^^ ^ 

cR^ cm Rratd ^ t I 

164. nrf^nmff ^ # % ^idiR> ^jj^^lcicg ^p^t ^ ^ ^ 

^ ^ ^ dddi t cRnR, Rnf^Rad dinq's'l R n?n -ciddi t % ^R^ 

cR srf^ m1%rT 3TFTPTt % t I 





I ^ I I! ^ 


(^) ^ STFTRTt ^ ^ ^ I# t ^ ^ 6ir:5TR 1%^ ^ 

t I 

(^) ci^ ^ “HN?! ^ mf^cf cR^ ^ jj] ^ cf^TYW v3Fpft 

% \. 

W^ ^ ^ 1^ 3TRn^ % cjTRW ^?T^T ^ 4>lHdT ^ ^ cfj^f ^ 

^ t I ' 

(^) 3TrZTTcff ^ cfiK^ cl>tiTd ^ ^ ^ # I 

(^) 1^ ^ ;ji^ ^ ^ 3TFI ^ PTxIlcie ?f^^ qR qTt%?T 

3TFrTcfr ^ 3TT^ "^1 

('^) *ilH<^'Sl ^ ^ cRT Pl'^Kd d^Klcdcf> T?T cKjlf^ 

^3?Ttq dlMq,sl ^ ciR^rto XTcj jcp^ P|tqK-| ^ 

^ ^ # I 

*il?<l 3|lV ♦ilf^’1 

165. -grterfi ^ gsrrfmtf^ j^Rpfi ^ f^i^rff^ %gM ^ mxR q^ 

^?Ttq ^ ari^ ^ q5k?T q?r t i 






ch"! q-R 

qq 3 TTf tst 

qfq q^tqcT 

5 # 

qifSfq 

aff^ qrfvTq !■ 
^ 1 

>^q|(^^!l qi^Hi ^^'^IciMici 

*** 


■k^fk 

60-70 

tjt qxHI'Jl qjl^elx! 

♦ 

*r** 


55-65 


** * 

kkk 

• *** 

50-60 

4 VlcJv^iJlq ihl^«sl'^ 6 j'|.^ (f liM, 

^)/A. qqqtftq qn^qq^ (^ 4 t) irt 
qq.qq^ (^ ^ ^) 

■k^k 

*#* 

★ ** 

40-50 

4 chxid'lN! TR ^ 'till, cHcbi (m.) f^. 

*4* 

* ** 

*-% k 

60-70 
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Pl^1d<b 




HUH 


■ 



3TTT.^./'rfl41klH 


*★* ^ 

if-k* 

klcic 

cpImcI 


ieie-k 

**# 

*** 

kick 

HinMH 


*** 

*** 

kick 

kkk 

51^ Hlf^H (%) 

^uT 

% 


*** 

kkk 

k k k 


3T. : 

166. 3ik vj^ ^ ^ wet cfr^ A 

f^TETR % eTT^ 3THf^H WT ^ ^ Pl*^ Picplel^ f f^. 

cf7. TRT^ ^ fcTcTRT^JPr dcdiq W PP?tcT 'diHiRT *ie^ ^ W 

4^1^d PJRTT ^ # f^TTT^ ^ W MICd ^3TT % ! 

^ TT^ ^ "^" ^ vie4Vl ^ ^ cfR^Tf^ E£ZI^^pT 

^3TT t ^ TieT^ ER^ % eTT^ ^ dl'klPlcTj '»ft ^ t ! 

^ TT^ \j^4lJ| ^ ^ "^" ^ieT^g ^ % Mlf^d 3nWt % 

1^ t ! 

S >dg4)*l % 3ft^ 3<«^ 

167. wprwft ^ cTR^ t % MI^'^tM W >dHI-qd; "m^" st^Pt^ 

cxLj i MK McSlPlij) %■ 47KC/T TT^ cl^ ^ “^ifrT" TFTT^ ^TRTT # dlRf? “JTFRfi^ eTTWT 

^ yfcTOTt f^lPr ^ cT^ fcP^ W ^ ^ % 'diHiRT fef ^ t! 

M l dH>!M eTHJ "EfR^ ^ TT?^ ^ 3l|iTld'l ^ f^Rft UWR W yfrTO el^ldl; 
3Tci: ^ dd1Rl cj>^ v^Mels^dl ^ !. 

168. ^ ^tthT W?TT t % mdd'iM oFTT^ W^ TtcT^ cR^3Tt % ^ 

fciPifTid ddIK %■ cj5tFTcf TdT ^ TTcfj^ t 3fl7 MR^llHd: ^ ^ ^cldl^qj 

yf^'i-Mtjjr-Hcpdl ^ TRTTcT 'dchdT t! dWf^T. 'dm^1 ^RT eTTWT ^ 

^frRtrat A iA\ ^ 3TT^ ^STTTcTR d^ HlCd'i'l^ft ^ 

^ ^ TTWd "ETR^ % 3TTET?^ ^df^T dET> 'tTiIdd fcPTfld HICd'<l^ 

d^TRT RT^ ^ Wd % ^RT UT<T ST^RTcT RPT TFTT^ 

Em ^ ofh? TRT^ cR^ % ^’ftEmr^fr ^ czttw Plcpctr vsnei^ ^ 

PtoW I 











M \ I -<a«s I j ^ ; arfnvTm 

169. ^irter^ ^ ^ ^ ^3 ttct ^ ^ 

^ ^ ^ ^ ^ f^RrWl, 3mn?T^ sp^ f%?f^ ^ m^, ^ 

^ ^TF^aff ^ «n^ ^ 'ficpKic^cD ^g^FTT 1?^ ^f)^ c^ 3Tq^ 

w STT I qr^q^ f^mi^ arj^ muq. arf^ qq qq yun^ct, ^ ^ ^ ^ 
^iNf^ qfra' ^ 3iW ^Ffq^ cf>T^ ip inq ctsjt ^t^KieHcb qrf^ qq ^ qrferr 
arr^i dljrm^q ^ q^r ^ ^ q?r ^ ^ ^c^K i rHct^ ^ ^ 

qrq qrter^ ^ ^ % ^rm g[^ ^ ct^j muq qq "^rf^" qrr ^bw q?7^ ^ 
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MINISTRY OK COMMERCE ANO INDUSTRY 
(Department of Commerce) 

(I)ikkctorati-: general of anti-dumfing and allied Du rii.;s) 

notification 

New Delhi, the 23fd JliIn. 2012 

Preliminary Findings 

: Anti-dumping investigation concerniiie imports of ‘Rr^in o.^ 

^Uhsunces bonded «.«od or ligneou.s fibre boan.s of tLcbnes; bcLr ^"rc::: 
».snlal.on boards, laminated fibre boards and boards which are not bonded eiti 

i"e roTe^ira":s;i:r tf ::n 

Assessment and Collection of Anti Dumnini n ^ ^^'^toms Tariff (Identificatioi 

Determination of Injury) RuLlrt a^ arnded f'^' ^ f' 

as the AD Rules); "me to time (hereinafter referre 

The Designated Authority (hereinafter referreH ,, ,i a l ■ 
received a written application from M/s Llah A^efto^L'^iH 


iihjcct 
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bonded either by resin or other organic substances’ (hereinafter also referred to as *e 
subject goods) originating in or exported from China PR, Indonesia, Malaysia and S 
LanVa (hereinafter also referred to as the subject countries) and requested for initiatio 
anti-dumping investigation and levy of anti dumping measures. 

Preliminary scrutiny of the application revealed certain deficiencies, which were 
sulsequendy rectif.^ by the Applicant. The application was, therefore, considered as 
propedy documented. The Authority on the basis of sufficient evidence submitted by the 
Applicant to justify initiation of the investigation, decided to initiate the investig^ion 
concerning imports of the subject goods originating in or exported from the subj 
countries. 

The Authority notified the High Commissions / Embassies of the subject countries in India 
about the receipt of the application containing, inter aha, allegations of dumping and 
Snsequent injury to the domestic industry before proceeding to initiate the investigation in 
accordance with R-ule 5(5) of the AD Rules. 


Accordingly, the Authority initiated an to 

consequent ‘injury’ to the domestic industry in terms of the Rules 5 of the AD Rules, to 
determine the existence, degree and effect of alleged dumping and to recommendjte 
amount of anti-dumping measure, which, if levied, would be adequate to remove the injury 

to the domestic industry. 


PROCEDURE 

The procedure described herein below has been followed. 

i The Authority issued a public notice dated 11'^ November 2011 published in the 
Gazette of India. Extraordinary, initiating Anti-dumping investigation concerning 
imports of the subject goods originating in or exported from the subject countries,, in 

accordance with the Rule 6(1) of the AD Rules to determine the existence degree and 
effect of alleged dumping and to recommend the amount of anti-dumping duty, whic , 
if levied, would be adequate to remove the injury to the domestic industry. 

ii The Authority sent a copy of initiation notification dated 11'” November 2011, to the 

■ i^h Commissbns / E^assies of the subject 

from the subject countries, known importers/ users and the domestic industry as per 
the addresses made available by the Applicant and requested them to make their views 
known in writing within 40 days of the initiation notification. 

iii The Authority provided a copy of the non-confidential version of the application to 
the known exporters and the High Commissions / Embassies of the subject countries 
in India in accordance with Rule 6(3) supra. 

iv High Commissions / Embassies of the subject countries in India were 'nfo™ed 
about the initiation of the investigation in accordance with Rule 6(2) of the AD Rules 
with a request to advise the exporters/producers from their country to respond to the 
questionnaire(s) within prescribed time limit. A copy of *e letter and 
questionnaire(s) sent to the exporters/producers was also sent to them along 
names and addresses of the known exporters/producers. 
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S.N. 

Name of Producer/Exporter ~ ---—i 

M,.. lu.nnch international Trading Limited, Pudong, Shanghai, China PR 


M/s iNanjing 11 Al Trading Co Limited, Jmshajing Nanjing, China PR 


SL7r' Lin^Tshi^d^i^i^- 


Chin^PR®''''"® Econom.ic and Trade Co Limited, Shandong, 


M/s Linyi Baideli International Trade Co Ltd. Nan Lou Zone Yitanu 
^own, Lanshan District. Linyi City Shandong China PR ’ ^ 


Guang2'.cLa''pT‘'^ Zhanjia|-^i- 

M/s Wenzhou Timber Group Co. Ltd.. Zheiiang. China Po — 

M/s Uaiken Miri Sdn. Bhd., Miri Sarawak, Malaysia ”- 


M/s Merbok MUF Lanka Pvt Limited, Horana, Sri Lanka 

M/s Robin Resources (Malaysia) Sdn Bhd , Pahang. Malaysia ~ 

M/s. Evergreen Fibre Berhad (JB) SDN. BHD, Johor, Malaysia 

M/s PT Andalan Karya Bersama, Kakarta Rava intHnn^^cia 

J 

lionesr"'" '"dah Kapuk 


VI, 


I,mT,rcf A° "’'■follo'ving interested parties including exporters/ 
producers/ Association etc. have responded: ^ exponers/ 


S.N. 

Name of Producer/Exporter --- 

1 

M/s. Magna-Foremost SDN. BHD, Malaysia --- 

2 


M/s Masonite Components. Ireland 

3 

4 


M/5 Mcrbuk MbF Lanka (Private) Ltd., Sri Lanka 

M/s Segamat Panel Boards Sdn, RhH Malavsin 

5. 

— 


M/s_P.T. Masaii Dwisepakat, Indone.sia 

6. 


ivi/s p. 1 . Sumatera Prima Fibre Board, Indonesia 

7. 

.M/s. Evergreen Fibre Board Berhad (FFR) Maln-.-ia 

8. 

9. 


lvl,b Evergreen t-iore Board (JB) SDN BHD, Malaysia 

M^^Jvergreen Fibre Board (Nilai). Sdn. Bhd tEFNV Mala.ci;- 

10, 

M/s Daiken Miri SdTbhd., Miri Sarawak. Malavsia -- 

11. 

M/s. P.T. Hiiau Lestari Rava Fibre Board. Indonesia 


8 ^) 


2679 Gr/ 12 —12 




90 


12 . 


13. 


14. 


15. 
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Mini-tr' of Trade & Industry, Mala>^ 


lYiinibiry ui -- -^—__ 

Embassy »f Rp^nnhlic of Indonesia. New Delhi.--^^ 

n;...tn. r...npml. Keira Sa ma Industri IntemationaUakart a, Indonesia-] 

- ZZT. I oT^xi r»iJF\ rk 1 o l/C 1 Q 


- --- - — 

M/s. Dongwha Fibre Board SDN . BHD, Malaysia 


vii Questionnaires were sent to the following known importers / 

■ subject goods in India calling for necessary information in accordance with Rule 6( ) 

of the AD Rules: 


S N 

Company s Name — --- 

1 

r 1 rninta Fxp^rts l.td.,Village Jival, J.P. Nagar, UH 


2 

M/^ Venu 2 opala Slate Industries, Markapur, Andhra i^rade_sh- 

3 

x/i/r is4nnHahad Handif'raft.s Rxporters Association, Moradabad, UE 


4 

M/s ThamarappallY Brothers, M.G. Road, hmakulam , Gochin-^ 

5 

M/s Spacewood Furnishers Pvt. Ltd. T-48, MIDC Road, Nagpur-—u—o— 

6 

M/s Feroke Boards Ltd , Kaarad , FaroKe College ,Via- Malappuram , 

Kerala --— --——I—p- 

7 

8 

"M/s R.J.Metals , XL/4039 Faba Complex, Jews Street, bmakulam 

M/s Kalinga Imports & Exports Pvt..Ltd 18/777 Kallai Road, 

Calicut, Kerala ----j-— 

9 

M/s Victory Plywood Distributors, Stadium Complex, Kannur, Kerala 

10 

11 

M/.; Mathewsons Exports & Imports P.Ltd , Kaloor ,ljochin, KeraU- 

M/« Ply Point. Kodampuzha Road , Petta Feroke, Kozhikode - 

12 

11 

M/s Label Sales Corpn, Indradhanush Apartment, Shope No. /,8 & 9 

T ry Rrtnfl Cochin. Kerala ---- 

M/s Srivari Traders, Odanthurai Metupalayam, Tamil N^du- 

1 D 

14 

x/i/r Kri-hm Plvwoods. Kamrai road, Karur Tamil Nadu 


15 

16 

^/ 1 / 1 ' Thnmaranaliv Br^^rhers, bmakulam , Kut;hi, Keiala - 

M/s Jacsons Veneers And Panels P. Ltd , Emakulam , Kochi, Kerala- 

17 

M/^ Kuttv Flushdoors and Furniture Co. Pvt. Ltd. Koyambedu, Uhenn^- 

18 

Association of Furniture Manufacturers of India (AFMl), Mumbm- 


viii.In response to the above notification, following importers/ users. Association have 
responded: 


S.N. 

1. 

Imoorter's Name --—^— 

M/s V^m'ipopala Slate Industries, Markapur, Andhra Pradesh-- 


2. 

'India Moulded Panel Shutters Manufacturers Association 

3. ^ 

Moradabad Handicrafts Exporters’ Association, MoradaDad, u.F. 

4. 

M/s. C.L. Gupta Exports Ltd., Uttar Pradesh (UP), India. 

5. 

Indian Moulded Panel Shutters Manufacturers Association 





’TRff ^ : arartTRTfff 


W] 1 J 


6 . 


All India Fibreboard Manufacturer’s Association . Haryana 


IX. 


Market Economy Treatment (MET) questionnaire was forwarded to all the known 
exporters/producers and Embassy of China PR in New Delhi. For the purpose of 
initiation the Noiroal value in China PR was considered based on the constructed cost 
of production of the subject goods in China PR, as the applicant pleaded that Z 
information for market economy third country is not available to them. The Authority 
informed known exporters that it proposes to examine the claim of the applicant in the 
slfhiec, Annexure I of the AD Rules. The exporters/producers of the 

hfomatio?requested to furnish necessary 
infomation/sufri^cient evidence as mentioned in sub-paragraph (3) of paranraph 8 of 

the Annexure of the AD Rules to enable the Authority to consider whether market 
economy treatment be granted to co-operative exporters/producers from China PR. 

The Authority made available non-confidential version of the evidence presented by 

various interested parties in the form of a public file kept open for inspection by the 
interested parties. k vj uic 

General of Commercial hUeiligence and 
S atistics (DGCI&S) to arrange details of imports of the subject goods for the past 
three years, including the period of investigation. 

Optimum cost of production and cost to make & Sell the subject good,, in India based 
on the information furnished by the Applicant on the basis of Genernllv Accepted 
Accounting Principles (GAAP) was worked out so as to ascertain if anti-dumping duiv 

lower than the dumping margin would be sufficient to remove injury to the domestic 
industry. 


X. 


XIl. 


1” April 2010 to aO*" June 

on (POI). The examination of trends, in the context of injury analysis, however 
covered the periods April 2007-March 2008, April 2008-Mareh 2009 April 2009- 
March 2010 and the Period of Investigation (POl) viz. April 2010 to .30"^ June 2011. 

xiv. Information provided by interested parties on confidential basis was examined with 
regard to sufficiency of the confidentiality claim. On being satisfied, the Authority has 
accepted the confidentiality claims wherever warranted and such information has been 
considered as confidential and not disclosed to other interested parties. Wherever 
po^ible, parties providing Information on confidential basis were directed to provide 
sufficient non-confidential version of the information filed on confidential basis. 

XV. Wherever an interested party has refused access to, or has otherwise not provided 
necessary information during the course of the present investigation, or has 
significantly impeded the investigation, the Authority has recorded these findines on 
the basis of the ‘ facts aval lable’. 
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*•* in this notification represents information furnished by'an intei^ed party on 
confidential basis, and so considered by the Authority under the AD Rules. 


Miscellaneous Issues 

Submissions made bv o ther interested parties 


The submissions made by interested parties, in brief, are as follows: 

Submissions made bv M/s Venugopala Slate Industries 

Application filed by the Applicant is ^oply erroneous, insufficient to justify initiation 
and also resorted to excessive confidentiality. 

Submissions made on beha l f of M/s Seewnat Ppiiel Boards Sdn. Bhd, and M A 
Merbok MHF Lanka (Private) Ltd. Sri Lanka 


That the non-confidential version of the petition is wholly deficient and inadequate o 

enable the other parties to render their comments. 

That as per initiation notification, POI is April-2010 to June-2011 but the copy of non 
confidential version of the application provided by the domestic industry appears to be 

taking into account April 2010 -March 2011 as the POI. 

c..hmis.i«ns on behalf of M/s. Magna-Foremost SDN and M/s. Masonite 
Components, Ireland 

The Authority, has initiated this investigation in violation of Article 5.3, d«pite 
insufficient evidence to justify doing so. The Authority has ,^^“5 

changed the period of investigation and injury investigation period from those tiled by 

the Applicant. 

The Authority extended by 3 months the period of investigation originally proposed by 
the Aonlicant i.e. April 2010 - March 2011 (12 months). In addition, the Authority 
affixed the injury ’investigation period between 2007 and 2010 despite the fact ‘hat no 

ZS.. -.JJ, h.d ...» fa MDF .mil .. f ”7 “i'; "S™.; 

Petition, the Applicant did not commence commercial production of MDF hebrua^ 
2010 while the Supporter commenced production much later, in December 2 . 

AulrTty has provided no rationale for amending the said periods. More -mportantly 
however! the cLged periods effectively render the evidence provided by the Applicant 
insufficient to justify initiating this investigation. 


FB), Malaysia; 
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That the non<onfidential version of the petition provided is deficient as it does not 
contain the information for the whole period of investigation i.e. April 10 to June 11(15 
months). It contains the information only for part of the POl i.e. April 10- March 11 (12 
months). Further, the Applicant has not provided the raw import data received by it from 
Authority ^ Petition nor it indicated that the same has been provided to the 

That the domestic industry has claimed excessive confidentiality and there is no 
statement of confidentiality being claimed by the Applicant enclosed with the non- 
confidential version of the petition. 


i ubmissions piade on behalf of M/s PT. Masari nw.s e pakat Fiber. TnHnnP.ia 
M/s FT. Su matera Prima Fibre board (SPFl. Indonesia ^ - 

That the non-confidential version of the application filed by the Domestic Industry and 
supplied to us is not in accordance with the new guidelines being followed by the 
esignated Authority in all the current cases, there is no index to the application for us to 
appreciate what all documents have been filed in the confidential version, there is no 
running pagination, there is no reasons in tabular form giving reasons for confidentiality. 

That the AppliMnt industry has not given Application Proforma as are required to 
^nstitute a valid and fully documented application. Necessary evidence as presaibed in 
e roforma was also not supplied in accordance with the requirement under the garb of 
excessive confidentiality. The questions in the format application have been changed to 
suit then- own requirements. . The certifications given about self imports and relationship 
are not for the POI by the applicant or by the supporter. 

gonfidentiality : The non^ionfidential version of the application filed by the Domestic 
n ustry and supplied to the exporters not in accordance with the new guidelines being 
followed by the Designated Authority in all the current cases. The following information 
has been kept confidential without cogent reasons; 


a. That the full functional production flow chart is there on the website of the 
applicant. Therefore, there is no reason to claim confidentiality on this. 

b. Methodology adopted for excluding excluded products from the import data for 
calculation, because on the basis of the widths and thickness all the characteristics 
ot the subject goods are not covered. 

c. Whether imports made by Balaji are excluded or not from the import data and 
what is the quantity they have actually imported. 

d. Non-confidential summary and indexed numbers of the project report on which 
the applicant relied upon. 

e. Basis of construction of normal value. It is also not clear whether they have used 
power rate and other information which is available in the public domain of the 
subject countries or they have used their own rates. Further, the power 
information attached in the non-confidential is of no use because it is not for the 
period of Investigation and there are different rates for different usage. 
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f. The applicant has not provided any source for the information provided in the 
application in relation to constructed normal value and for calculating export 
price. Source information given in some places is obsolete and not working. 
Audited balance sheets are not provided for the injury investigation period. 

g. Proper certification from the applicant in relation to its relation with export or 
import Statement of confidentiality is not provided. 

Erroneous Period of Inv e stigation and Injury Period : The period of investigation and 
injurv examination period fixed by the Authority is erroneous and unfair. In the instant 
case' the period of Investigation is April 2010 ~ June 20il i.e., of 15 months. The . 
applicant is only new entrant in the market and has only completed 2 months in Apri 
2010 Therefore, the determination of dumping and injury tends to be skewed as the 
variable costs and fixed costs would be very high for the applicant and no proper or 
comprehensive analysis can be undertaken. The Authority has not considered the 
financial year 2010-11, which was the only full financial year that could be analyzed. It is 
submitted that, although the recently concluded financial year is subsumed in the period 
of Investigation, the data for the same should have been specifically taken as one of the 

injury period. 

Adequacy & Accuracy : the investigations have been initiated without adhering to the 
requirements of Rule 5 of the Anti-dumping Rules, which specifically deals with the 
Initiation of investigation. The mandated parameters were not examined prior io reaching 
a determination for initiation of the present investigation. In absence of following, we are 
unable to offer our comments on adequacy and accuracy of the information in the 

application: 

a. The date of application and correspondence exchanged with the applicants prior 
to initiation. 

b. Letters addressed to concerned ministry or other producers in India. 

c. Annual Reports for the past three years for applicant and the supporting producer 

d. Non-confidential version for calculations done and methodology for Norma! 
Value/Export Price. It may be seen from the non-confidential version of the 
application that the Applicant Industry has not given any details of the calculation 
of the constructed normal value and the export price. Further, in teims of the 
ruling of the Hon’ble Supreme Court cited earlier, such information has to be 
provided o the opposing interested parties to enable them to offer their 

comments ■ x- 

e. It has been claimed by the Applicant Industry that there are no significant 

difference in manufacturing process adopted by the ApplicanP Industry compared 
to the one adopted by the exporters from subject countries. In such a situation we 
are unable to understand as to why confidentiality has been claimed by the 
Applicant on the process of manufacture. 

There has been substantial delay in making available application that formed the basis of 
initiation of the present case. The raw import data may be provided as received from 
IBIS and also list containing excluded entries with explanation for such exclusions. 
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Submissions made by the domestic industry 

•y 

8 The submissions made by the domestic industry, in brief, are as follows; 

• As regards the contention that NCV petition is wholly deficient and inadequate to enable 
the other parties to render their comment; referring to the relevant rules & regulations, the 
Applicant has stated that the petition filed by the domestic industry in fact contains much 
more than what is the obligation on the domestic industry. 

• As regards the contention that POI as per initiation notification is April 2010 to June 
2011 but the NCV has data only up till March 2011 and therefore information relied upon 
by the Authority was incomplete; the Applicant has stated that there is no legal 
requirement that the DA should have, at the time of initiation, information on record for 
the period of investigation. The “period in the petition” for which petition has been filed 
and “period of investigation” chosen by the Designated Authority for elaborate 
investigations is altogether two different factors/. While the petition must identify a 
period and must contain all relevant period for the said period; the Designated Authority 
is at a liberty to consider any other period, including the period suggested by the 
Applicant for detailed investigation. In fact, the argument advanced by the interested 
parties is highly undesirable and is not in public interest and is dangerous in suggesting 
that the Applicant can frame the most appropriate period and thereafter force the 
authority to adopt the same. 

• It is really amazing that an interested party is suggesting consideration of 2010-11 as an 
investigation period in the present case. Firstly, the case was initiated in November 2011 
and therefore investigation period of 2010-11 would have implied a stale period for the 
present purpose. Secondly, period longer than as could have been considered can 
certainly not prejudice the interests of any party. If the period 2010-11 would have been 
appropriate for the present purpose, certainly, addition of subsequent quarter is no less 
inappropriate. 

• As regards the contention relating to erroneous period of investigation and injury period 
fixed is erroneous and unfair: it is submitted that in the previous Para, the interested 
parties have argued that Applicant is an existing company. In this Para, the interested 
parties have argued that the Applicant is a new entrant in the market. If Applicant is a 
new entrant, admittedly, this case falls under material retardation to establishment of an 
industry, unless opposing parties establish that there was already a production and sale of 
the product under consideration in the country. It would be relevant to point out in this 
regard that the previous petition filed in respect of Medium Density Fiber Board included 
all thicknesses of fiber board. The interested parties, however, strongly argued for 
exclusion of thin board on the grounds that there was no company in India producing thin 
board. After due consideration, the Authority came to a conclusion that fiber board below 
6 mm was not being produced in the country and accordingly restricted the scope of 
product under consideration to fiber board of 6 mm and above. 
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• As regards the contention that mandated parameters were not or examined prior to 
reaching a determination for initiation of th» present investigation; there is no such 
mandated requirement. Further, since Applicant filed updated petition and since this 
updated petition formed the basis of initiation of investigations, the correspondence 
exchange with the Applicant prior to initiation becomes meaningless. As regards, letters 
addressed to concerned ministry or other producers in India; there is no such mandated 
requirement under the law. As regards, Annual reports for the past three years for the 
applicant and supporting producer; there is no mandated requirement for the annual 
report of the supporting producer. With regard to annual report of Applicant, the issue 
was earlier raised by the DGAD and addressed by the Applicant, Copies of the letters 
written by the Applicant are enclosed with these submissions. As regards, NCV version 
of the calculations done and methodology for normal value/ export price; the petition is 
relied upon which contains relevant information. 

• As regards production flow chart; Applicant has provided sufficient information on the 
product process. The same provides sufficient information with regard to flow chart as 
well. The flow chart enclosed with the petition is the actual production plant flow chart of 
the Applicant and therefore the same has not been disclosed. 

• As regards the contention that there has been substantial delay in making information 
available to the interested parties; the interested party have been provided sufficient time. 
It is not the case where interested parties have been given 40 days time from the date of 
initiation of investigation. The Authority has in fact given 40 days time to the interested 
parties from the date on which letters were communicated/sent to the interested parties. 
Thus, interests of opposing parties, in any case, have not got prejudiced. In feet, it is only 
the domestic industry which has suffered in the process. 

Examination bv the Authority 

9 As regards the contention that the non-confidential version of the petition provided was 
deficient as it did not contain the information for the whole period of investigation i.e. April 
10 to June 11(15 months); the Authority notes that the revised information/data for the POI 
was duly sought from the Applicant in the instant matter and the same was placed in the 
public file that was open for inspection by all the interested parties. 

10 The Authority has taken note of the above submissions regarding confidentiality and notes 
that the information provided by interested parties on confidential basis was examined with 
regard to sufficiency of the confidentiality claim. On being satisfied, the Authority has 
accepted the confidentiality claims wherever warranted and such information has been 
considered as confidential and not disclosed to other interested parties. Wherever possible, 
parties providing information on confidential basis were directed to provide sufficient non- 
confidential version of the information filed on confidential basis. Wherever an interested 
party has refused access to, or has otherwise not provided necessary information during the 
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course of the present investigation, or has significantly impeded the investigation, the 
Authority has recorded these findings on the basis of the ‘facts available’. 

11 As regards the contention pertaining to period of investigation is concerned; the same has 
been chosen considering the facts and circumstances of the present case and has been 
appropriately chosen to cover the latest available data on the subject. Further, it is not correct 
to state that while the POl as per initiation notification is April 2010 to June 2011 but the 
NCV has data only up till March 2011 as the information for the POI was duly obtained from 
the domestic industry and placed in the public file as per the AD Rules. Besides, it is 
reiterated that the application contained sufficient evidence to justify initiation of an anti¬ 
dumping investigation in the present matter. 

12 The Authority further notes that that mandated parameters were duly examined and sufficient 
evidence was available on record to justify initiation of the investigation in the instant matter. 

13 As regards the contention regarding delay in making information available to the interested 
parties; the Authority rtotes that interested parties have actually been benefltted as 40 days 
time was duly provided to all known interested parties from the date on which letters were 
forwarded to the interested parties. Thus, no adverse impact has apparently been caused to 
their interests. 

C. PRODUCT UNDER CONSIDERATION AND DOMESTIC LIKE ARTICLE 

Submissions made bv other interested parties 

14 The submissions made by interested parties, in brief, are as follows: 

Submissions made bv Indian Moulded Panel Shutters Manufacturers Association 

15 The submissions made by Indian Moulded Panel Shutters Manufacturers Association, in 
brief, are as follows: 

• It is not clear whether the door skins are under product under consideration as PUC as 
defined in the initiation notification is too broad and vague. For the purpose of 
volume and price, the domestic industry in their petition has excluded the imports of 
HDF and Door Skin from the subject countries but some subsequent subpiissions 
shows the issue is open ended for the decision pf Authority. Huge variance in import 
price of Door Skin and that of the PUC itself shows that Door Skin ought lo be 
outside the PUC. Door Skin prices are higher in comparison to MDF or HDF and 
door skins are a distinct product. The raw material for. HDF Door Skins are MDF and 
HDF board while for MDF and HDF raw materials are wood, resign and others which 
shows that Door Skins are value added and a separate product. Door Skins cannot be 
interchangeable with other applications except door. Thus, HDF and MDF are not 
commercially interchangeable because price of door skin are higher by 200% as 
compared to MDF. Fibre Board Moulded Door Skin can only be produced from Fibre 


2679G1/12—13 




98 


THB GAZETTE OF INDIA : EX I RAORDINARY 


I Part 1 Si c . 1 [ 


Board of 3mm thickness with its density above 800 kg/m^ The applicant industry 
may at best be producing Moulded Door Skin from MDF Board only. Thus, the 
Moulded Door Skin is a value added product for Applicant in comparison to simple 
fibre board MDF/HDF. In other words, MDF/HDF is an input material in the process 
for making door skin for the domestic industry in concern. The average prices for 
Moulded Door Skins were higher than those for thin MDF (150-200% on average). 
Further, prices for thin HDF are also significantly higher than thin MDF. Thus, prices 
between MDF, HDF and Moulded Door Skin are not comparable. 

• Applicant deliberately avoided parameter of density and thickness while defining the 
scope of PUC. It has consequences as the raw material consumption per CBM 
governs the density of the Board. HDF consumes higher amount of raw materials and 
is of higher density as compared to MDF. Even catalog itself of applicant domestic 
industry shows Door Skin is separate from MDF or HDF. The claim that import price 
of high density board is even lower than the average import price is baseless. Correct 
evaluations would have made HDF outside the scope of PUC. 

Submissions made bv M/s Venugopala Slate Industries 
16 The submissions made by M/s Venugopala Slate Industries, in brief, are as follows: 

• Complete raw import data relied upon by the Applicant needs to be provided to assess 
whether the methodology adopted by the Applicant to compile the import data for 
PUC is correct or not as altered import data provided is not sufficient to do the same. 

Submissions on behalf of M/s. Magna-Foremost SDN and M/s. Masonite Components, 

Ireland 


17 The definition provided in the Initiation Notification makes it evident that moulded door 
facings, also known as door skins, are excluded from the scope of the product under 
consideration, and this is confirmed by the Applicant’s express exclusion of data pertaining 
to door skins from its product headings and import data. There are differences in production 
process, differences in applications. Door skins are used exclusively as door skins - i.e., used 
in the manufacture of doors to form the outward panels of a door. Because of their chemical 
properties and dominant surface contours, they cannot be reshaped or resized into other fibre 
board products and therefore do not compete with or substitute for the vast majority of the 
Applicant’s MDF products. 

Submissions made on behalf of M/s Segamat Panel Boards Sdn. Bhd« and M/s Mcrbok 
MDF Lanka IPrivatel Ltd. Sri Lanka 

18 The submissions made on behalf of M/s Segamat Panel Boards Sdn. Bhd, and M/s Merbok 
MDF Lanka (Private) Ltd, Sri Lanka, in brief, are as follows: 

• That the domestic industry has stated that it has adopted the transaction-wise import 
data provided by IBIS because product under consideration does not have a dedicated 
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customs classification code. Such raw import data falling under chapter sub-heading 
44 U provided by IBIS should have imports reported in different descriptions and 
units. However, domestic industry has provided in the application only altered import 
data with methodology used to compile import data of subject product. Thus, we are 
not able to understand, whether compilation of import data for subject product by 
domestic industry is correct or not as complete raw import data has not been provided 
in the application. 

Submissions made on behalf of Evergreen Fibreboard Berhad (EFB^. Malaysia; 

Evergreen Fibreboard (JB) Sdn. Bhd. (EJB). Malaysia and Evergreen Fibreboard 

(Nilai) Sdn. Bhd.fEFN), Malaysia 

19 The following submissions, in brief, have been made on behalf of Evergreen Fibreboard 
Berhad (EFB); Evergreen Fibreboard (JB) Sdn. Bhd. and Evergreen Fibreboard (Nilai) Sdn. 
Bhd.: 

• The product under consideration in the present investigation has been kept too wide.'^ 
The domestic industry has included the type of products which are not even 
manufactured by the Applicant. The same are also not technically and commercially 
substitutable by the imported products. The domestic industry has included all types 
of boards below 6mm be it medium density boards or high density boards. The 
domestic industry is not capable of producing widths below 2.5mm and the same are 
required to be excluded from the purview of the investigation. 


Submissions made on behalf of M/s PT. Masari Dwisepakat Fiber. Indonesia and 
M/s PT, Sumatera Prima Fibre board fSPF>. Indonesia 

20 The following submissions, in brief, have been made on behalf of M/s PT. Masari 
Dwisepakat Fiber, Indonesia and M/s PT. Sumatera Prima Fibre board (SPF), Indonesia: 


• Wrongful inclusion of non-product under consideration in the import data : 
Transaction wise examination reveals that the data included transactions relating to 
High Density Boards. From the transaction wise description, It is not evident as to 
how insulated boards and other non-product under consideration were excluded. 
They are not in a position to understand whether filtration of raw data was undertaken 
for excluded categories specifically when the narration of each transaction does not 
give any description of special features like laminated fibre board etc. In any case, the 
Tariff Heading 4411 not only includes boards that are bound by resins or other 
organic substances but also includes within its scope board that may not be bound by 
resin or other organic substances. The Authority may also review the import data and 
exclude all entries that relate to non-product under consideration. While undertaking 
such an exercise, the applicants be called upon to disclose the methodology adopted 
by them when they excluded the products from the raw data and listing of all such 
exclusions. 
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• Scope of the Product under Consideration : the present investigations should exclude 
Thin Fibre board below 3mm thickness from the purview of Product under 
consideration as the same are neither produced nor sold by the Domestic Industry. 
Thickness of a Board is a critical parameter for any particular application and 
different thicknesses cannot be technically or commercially substituted for each other. 
For instance, if the design requirement is to use 3mm thick Board, it would not be 
technically possible for any user to substitute the same with any other Board with a 
different thickness. The end-use of thinner fibre boards is entirely different from 
thicker sizes. The product scope selected by the applicant is vague and not defined 
appropriately. The description does not deal with an important factor viz. density. It 
appears that the approach adopted for not defining the product under consideration 
through its density is to strategically include within the produce scope density that is 
not being produced by the applicants. It appears that the applicant Industry has 
withheld information relating to captive consumption of the product under 
consideration. The applicant is mainly into the business of high price subject goods 
which required plain fiber boards as raw material. In view of the above , the 
Authority should exclude the followings from the scope of the product under 
consideration: 

• Fiber Boards below the thickness of 2.5 / 3 mm depending upon what the 
Domestic Industry has produced and “actually” supplied during the POl. 

• All Medium Density Boards having emission standard of E2, E3 and any 
other standard which is not equivalent to E1 emission standard. 

Fire Retardant Particle Board 

• Veneered MDF and Particle Boards 

In view of aforementioned submissions, the Authority may also review the import 
data and exclude all entries that relate to non-product under consideration. While 
undertaking such an exercise, the applicant be called upon to disclose the 
methodology adopted by them when they excluded the products from the raw data 
and listing of all such exclusions. We are presently not in a position to understand 
filtration of raw data was undertaken for excluded categories specifically when the 
narration of each transaction does not give any description of special features like 
laminated fibre board etc. In any case, the Tariff Heading 4411 not only includes 
boards that are bound by resins or other organic substances but also includes within 
its scope board that may not be bound by resin or other organic substances. 


• False declaration about substitutability : Applicant has mentioned in the application 
that there is no known viable technical and commercial substitute of the subject 
goods. In this context, the exporters have raised serious objection as there are several 
viable substitutes available in the market. It is also submitted that the Applicant 
himself provided the differences between subject goods and other substitutes on its 
website. Therefore the submission made by the Applicant is incorrect and need to be 
rejected. 
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Submissions made by domestic industry 

21 The following submissions, in brief, have been made on behalf of the domestic industry: 

• As regards the contention that the Applicant has mischievously included Non-PUC 
while examining various parameters in terms of law; T/T data reveals that data related 
to high density boards have been included; the Applicant takes strong objection to 
unwanted, uncalled for and unnecessary usage of words such as “mischievous”, 
whose sole purpose is to create bias and impede the investigations. The Applicant 
requests the authority to call upon the parties to first establish the basis for such 
uncalled for words. Assuming the Applicant has included some import data ofNon- 
PUC; firstly, how it becomes mischievous and secondly how such inclusion is 
material to the present determination? The Applicant has reviewed the entire import 
data once again and found that there is no import entry of Non-PUC that has been 
included in volume and value of imports of the product under consideration. 

• As regards the contention that the PUC defined is vague and not defined properly and 
that the description does not deal with density, which is an important factor; it is 
stated that there is no ambiguity or vagueness in the description. The basis of 
allegation is not understood as the interested party has not shown how density as a 
parameter govems/impacts the price. The Applicant has reviewed import listing and 
finds no consistent pattern with regard to density and price. Price of low density 
product is sometime higher than higher density product and sometime lower. Unless 
there is a consistent pattern of product pricing based on a parameter, it must be 
concluded that the parameter, in fact, has not been followed by the parties concerned. 
Further, the interested parties have not shown any consistent pattern in this regard. 

• As regards the contention that the Applicant only produces thickness ranging from 
2.5 to 5mm; It is stated that the present application is in respect of material retardation 
to establishment of domestic industry. Therefore, the fact of no production during the 
injury period becomes irrelevant in the present case. The domestic industry is not yet 

' fully established. It is obvious that the domestic industry would not have produced 
and sold all variants of the product. It may be noted, the domestic industry produced 
fiber board of 2.1 mm in presence of officers at the time of on the spot verification 
just to demonstrate that the domestic industry can produce fiberboard below 2.1 mm 
and the interested parties have resorted to mere allegation. Lab testTeports of 2.1 mm 
fiber board produced by the domestic industry have been separately filed. The 
Applicant has produced particle board of El standard. If the Applicant can produce 
particle board of El standard, the Applicant can certainly produce product under 
consideration of El standards. The present petition is in respect of dumping causing 
material retardation of establishment of domestic industry. As regards Fire retardant 
particle board; there is no factual basis for the claim. The Applicant has so far 
produced only selected few categories of product and the petition is In respect of 
material retardation of establishment of domestic industry. The Applicant, obviously 
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cannot supply all range and types to begin with the production. The moment 
production is commercialized the Applicant shall offer all those products which are 
required in the market. However, even the most popular product types produced by 
the Applicant could not be sold to the extent of production and the Applicant was 
faced with piling up of inventories. Further, the Applicant was forced to sell the 
goods produced at significantly adverse price in view of dumping of the product. 

As regards Tariff heading 4411 not only includes boards that are bound by resin but 
also includes boards that may not be bound by resin; the Applicant is aware and the 
application is in respect of boards that are bound by resin but also includes boards 
that may not be bound by resin. The fact that board may be bound by other organic 
substance does not render the position any different. The Applicant submits that the 
product under consideration in the present investigations is “resin or other organic 
substances bonded wood or ligneous fibre boards of thickness below 6mm,” 
hereinafter, referred to as ‘fibre board’ in the petition. Fibre board is custom wood or 
craft wood composite engineered product, and is made of heat pressed resin bonded 
wood fibre. Fibre board can be further mechanically processed, such as laminated, 
surface coated, carved, molded, etc. Scope of the product under consideration in the 
present petition includes all products classifiable under customs heading 4411, except 
(a) fibre boards of thickness 6mm or above, (b) insulation boards, (c) laminated fibre 
boards and (d) boards which are not bonded either by resin or other organic 
substances. Besides, Manufacturers may classify the product based on emission 
standards, as per guidelines set by international organizations, like CARB (California 
Air Resources Board). Emission standards can be achieved by use of appropriate 
resin. All producers of fibre board in subject countries and Indian producers are in a 
position to produce and supply the product under consideration with different 
emission standards. To make E-1 fibre boards, worldwide the technology used is to 
add some additives in the Glue of E-2 and lower the Formaldehyde emissions. The 
Applicant has produced E-1 standard boards. 

As regards Sanding, it can be done on the product under consideration. Sanding is a 
process wherein the surface of the board can be made extremely smooth by removing 
material. Imports are generally being made in un-sanded form. This is because of the 
fact that application areas of MDF from 2mm to 5.5 mm do not require any sanding. 
The sanding is done on any fibre board due to two factors (i) rough surface (ii) 
thickness variation. In case of production of 2mm to 4 mm thickness boards, the heat 
penetration is good, the curing of board take place in short time, the board surface 
become smooth and the thickness of board is also similar in the Fibre Board across 
the width and length and thickness variation is ± O.imm and therefore does not affect 
the quality. So generally manufacturers do not do sanding on fibre boards of thickness 
2mm to 4mm. 

As regards Density and Thickness; Density and thickness are correlated with each 
other. Generally density of thin MDF ranges from 750 to 850 kg/cbm. The BIS norms 
allow density variation of 10%. In reality, if any manufacturer increases the density 
the cost of raw materials will increase because of more consumption of raw material, 
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power and also the productivity would be down as higher the density hisher wmilH h«. 

"Er;EHr“~ 

varied significantly a^d consSentirwrth^hrprr^^^^ 

h ^ ^ consistent difference in the prices on the basis of 

Authority may ^Lly tore the 

fa«r i" difference is insufficLnt Such 

Si h •’^ve been recognized in the commerce as a factor that affects the prices 
Such factor must have been consistently applied by the producers. ^ 

• As regards the contention that there are several viable substitutes available in the 

™i£?uSte”'fofth "“‘"h requires information on 

basis of (ecrn^ll ''’“‘’'c substitute has to be considered on the 

that them r no techTar? substitutability of the product, it is a clear position 
rnsid^a?io,^ M r U commercial substitute for the product under 

interested parties have identified any such technical and 
commercial substitute for the product. Further, if indeed there is Tny such Snical 

bothemd P°r the product; the interested parties^should not be 

bothered about the present investigation. They can switch to such viable substitute. ^ 

As regards the contention that T/T data has been adopted bv the DI which h=.<, ; - 

the methodology adopted has been provided and that complete raw data m^t be 
furnished so as to assess the correction of the compilation of import data; there is no 
legal requirement for providing raw data. In terms of the prescribed application 
profoma in its relevant part, the petition should contain (a) voiume and vilue of 
mports, countiy wise; and (b) source of information. Evidently, the T/T information 
Itself need not be annexed with the petition. The only obiigation ;n the ApJ^t i m 
dentify the source and quantified volume and value of imports. Despite this the 
domestic industry provided information showing transaction wise imports. 

^e . Article ; There is no known difference in the product produced by the Aonlicant 
company Md exported from subject countries. Bdth the products have comparable 
characteristics in terms of parameters such as physical & chemical characteHstics 
manufecturing process & technology, functions & uses, product specifications’ 
«senF’l * marketing and tariff classification, etc, Comparison of 

w^w “h properties in respect of domestic product and imported product 

ould show that the goods produced by the domestic industry are comparable to^the 
mjwrted goods m terms of essential product properties. The subject goods are 
produced and sold in a number of variants to meet specific end ajiplicatb^^lem 
product types are produced using the same or similar raw materials employing the 
same or similar production process, technology, employees. Fact of production or non 
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oroduction of a particular product type in the case of the Applicant depends on the 
ZtS r^uYrements. FurtL. since the Applicant is in the process of estabhsh.ng 
itself in the Indian market, the Applicant is gradually offering different vanan s. 

Fyamination bv the AuthoritY 

22 The product under consideration in P^-m investig^ 'i!^Z\Z^Xrl7er. 

Tr.rL ic —... 

y>Uch are not bonded either by resin or other organic substances . 

".1!; S 

bonded either by resin or Other organic substances. 

14 Fibre board is a custom wood or craft wood composite engineered product, and is made ot 

» 

boards which are not bonded either by resin or other organic substances. 

25 Fibre boards are wood based boards, available in different sizes and thicknesses. However 
unlL soUd Zod made of single piece, they are high-strength engineered Pmduct - mde 
from wood or lingo cellulosic material- refined into fibres, and then reconstitute wi 
binder at elevated temperatures, to form boards. 

Fibre boards being an engineered product, have certain advantages over solid wood (made 
nut of sinele’solid piece of wood). Fibre board has stronger tolerance to moisture changes, 

has better adaptability to environmental changes, and is very versatil . 

various applications, like in ftimiture, handicraft, consumer articles, etc. 

The nmduct under consideration is classified under Chapter 44 of the Customs Tariff Act. 
?e pSct "tier Z Nation does not have a dedicated customs ctes.fication cod. 
JtZVdLmi^tions are indicative only and in no way binding on the scope of this 

investigation. 

2 « The Aiithoritv concurs with the view that Door Skins are value added and a separate product. 
^ Besides prices of door skin are significantly higher as compared to nomal 

fiirther mted that Fibre Board Moulded Door Skin can only be produced from Fibre Boari of 
?mm [h" wftf Us t^nrity above 800 kg/m3. As Moulded Door Skin is a value added 

product, the same is not within the ambit and scope of the investigation. 

I. • ..H th,t the PtlC is defined properly. There is no ambiguity in the description. It is 

toh^r rJ^ ^Tt tte intere^^^^^ merely filed their submissions seeking 

Elusions of different types within the PUC without appropriate reasoning, t is that 

fte Z^t^ industry hressentially claimed injury’ on the basis of material re^dat.on o 
^tablishment of theft industry. In such a case, it certainly cannot be expected that it must 
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at ™cTof"rH““‘' a"' "’■ i" °^der ,o claim injury 

as presence of the dumped imports m the Indian market have materially imoacted thHr 
business decisions so far as the PUC is concerned. ^ impacted their 

30 As regards density vis a vis the prices, no consistent pattern has been noted In fact ths 
operating exports/producers have not made any distin'^ction in their ^‘8 S Itt^' 
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made by interested parties on this account do not have any merit. 

32 As regards the contention that there are several viable substitutes available in the market the 

XhT A^?h"°! S“'>s'an''«ed. It is seen that the domestic industry has disputed the^ciaim 

The Authority proposes to examine the issue further during the coLe nf the 
particularly while conducting the on -the site verification investigation, 

The l'^h» “sed in the present analysis pertains to the PUC 

StlaJrdn as defined in the 

34 The Applicant has claimed that there is no known difference in the product produced bv the 
Applicant company and exported from subject countries and that Ch e pldu^ 
comparable characteristics in terms of parameters such as Dhvsiral T I , 
characteristics, manufacturing process & technology, functions & uses 
specifications, distribution & marketing and tariff classification, etc. A comparfson ''^f 
essential properties in respect of the domestic like product and the imported subject goods 
s ow that the ^mestic like product is comparable to the imported subject goods The subject 
goods are produced and sold in a number of variants to meet specific end-use aSionf 
Different t^es of the subject goods are produced using the same or similar raw materials 

mploying the same or similar production process, technology, employees etc. 

35 Thus, the subject g;oods produced by the Applicant are being treated as like article tn the 

Aot^lerfo imported from the subject countries within the meaning of the 

AD Rules for the purpose of this investigation. ° 


D. 


Scope of‘D omestic Industry’ *Sianriin^> 


indusU’runS i"''«‘ig«ion. Rule 2(b) of the AD Rules defined domestic 
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37 However, this Rule has been subsequently amended to read as follows; 


■domestic industry ” ihtelith or lose whose 

production of that article except w en s ^ ^ importers thereof in such case 

c-hmiMions ma H a hv other Interested paitia 
38 The submissions made by interested parties, in brief, are as follows; 


c..Kn.i..tnns made h ' Slate Indqat risa 
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earner in the market at Drofit. 
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defined in the statute. 

j Kohaif nf Fverereen Fi bre hoard Berhad (EFB)^ Malaysia^ 
Sdn. Bhd S), Malaysia anq Fvermen Fibre b ^ 

fNiiait Sdn. Bh rt tF.FNi. Malaysia 
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disclosed that the imports were made in order to bench-mark the product being 
produced by the company by research and development and not for trading and that 
the volume of imports is miniscule in comparison with the production of the 
Applicant. Conversely, on page 12 of their petition, they have stated that they have 
sold the imported material in the domestic market and made significant profits. 

Submis sions on behalf of M/s» Maena-Foremost SDN and M/s. Masonite 

Components. Ireland 

• The Applicant does not have the standing to qualify as the “domestic industry” under 
Articles 4.1 and 5.4 of the AD Agreement and Rule 2(b) of the Anti-dumping Rules 
because the Applicant is itself an Importer of the subject product. 

Submissions made on behalf of M/s PT. Masari Dwiseoakat Fiber. Indonesia and 

M/s PT. Sumatera Prima Fibre board (SPF>. Indonesia 

• Self lmports_of Subject Goods for Benchmark : The domestic industry to' get over the 
requirement of Rule 2(b) has mischievously offered defense by stating that the self 
imports were for benchmark purposes. Such an object can be well achieved by buying 
imported goods from the local market and not by importing full containers of subject 
goods. Interestingly, on page no. 10 para 37, of the petition, it is mentioned by 
Applicant that they imported the subject goods for research and development butmot 
for trading. On the contrary, in para 44 of page no. 12, they liave cMegorical 
mentioned that they have sold the imported material aj significant profit, that means 
they have traded the subject goods and earned profit also. Trend arialysis for imports 
faulty due to self imports of applicants prior to POl and during POl. That the websk^ 
of the Applicant admits that prior to POl they were only resorting to imports, That the 
case needs to be terminated for another reason as the determinations on standing and 
pre-conditions of Rule 5 cannot be made under Rule 12 or Rule 17. 

Submissions made bv domestic industry 

• The Applicant Company has not imported the subject goods, baning small volume of 
imports made after the commencement of commercial production. The product of 
different thickness fVom different companies was imported in small quantities for the 
comparison with the product produced in house. The product comparison is effective 
only when the whole batch of the product is imported so that the extent of moisture 
content, glue content and various other product specifications can be compared with 
the same product range produced by the Applicant. These imports were made in order 
to benchmark the product being produced by the company by research and 
development and not for trading. In fact, the volume of imports is miniscule in 
comparison with the production of the Applicant. Bills of entry in respect of such 
imports have been provided to the Authority. The Applicant is not related (either 
directly or indirectly) to any exporter or importer of product under consideration in 
the subject countries. 
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» With regard to imports made by the Applicant, the reasons for imports have been 
given hereinabove. It is not a case where the Applicant has sold the imported materia! 
at significant profits .It is clarified that the statement in the application should not be 
read to mean that the Applicant has sold the product. In fact, the Appliest has not 
sold the product as such. It has consumed the product in downstream product and sold 
such downstream product (in downstream products also, the Applicant is suffering 
financial losses). The Applicant is not resorting to imports in order to benefit from 
dumping. Thrust of the Applicant has not turned to imports and the thrust continues 
to be on own production. The Applicant should therefore be considered as eligible 
domestic industry within the meaning of the Rules. 

• In respect of contention that the Applicant does not have the locus standi on account 
of importing goods during the POT; the ar^ment is without any legal and factual 
basis. Contrary to the claim made, the definition of domestic industry provides that 
the Authority shall ordinarily consider “domestic producers as a whole”. Further, in 
case a domestic producer has imported the product from subject countries, the rules 
provide that the Authority “may” “construe” such a domestic producer as ineligible 
domestic industry. It may be noted that firstly, the rule does not say that the Authority 
shall consider such a company as an ineligible domestic producer. Secondly, because 
of the usage of the word ‘may’, an interested party must establish before the 
Authority that such a producer as ineligible domestic producer. This is more so given 
the ordinary meaning of word domestic industry. In other words, while inclusion 
should be assumed, the need to exclude must be established. 

• In respect of imports made for benchmark purpose and that contradictory statements 
have been made; it is submitted that the domestic industry has given actual defense 
for self imports and that the allegation is without basis. Thin Board was not being 
produced in India before the Applicant started production. Therefore, question of 
buying the same from local market for benchmarking purposes does not arise. 
Further, the product imported for benchmark purpose need not be stored indefinitely. 
Business prudence demands that the same is disposed off once the purpose is 
achieved. The Applicant has not sold the imported product in the market and has 
consumed the imported product in downstream product and thereafter sold the 
product. In fact, it would be seen from the information that the Applicmit has suffered 
losses in downstream products as well. 

• A statement showing production by various producers and share of Applicant 
including that of the supporting company Is contained in the application. From the 
mentioned data, it is evident that there are two companies in India namely Balaji 
Action Buildwell (the Applicant) and Green Ply Industries, who have recently 
commenced the production of the product under consideration. Green Ply Industries 
has commenced the commercial production of product under consideration very 
recently in December’2010. Green Ply Industries Ltd. has supported the present 
application. Thus, the Applicant constitutes “a major proportion” in the total Indian 
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Production. Production of the Applicant accounts for more than 50% of the total 
Indian production (87% approx) and therefore should be considered as majority 
producer of the product under consideration. The application has been made by or on 
behalf of the Domestic Industry and therefore satisfies the requirements of standing 
under Rule 5(1) ofthe AD Rules. 

Examination bv the Authority 

D**?" raised by the interested parties. The Authority notes 

thayhe AD Rules confer discretion on the Authority to, inter alia, include or exclude a 
domestic producer that has imported the subjected goods from the ambit & scope of the 

2niril'V"l'^“f/T,^i°r^® t amendment dated 1“' December 

4 n^D°f^ situation; but clarifies the same. Rule 

2(b) ot the AD Rules stipulates that domestic producers which are either related to the 

exporters or im^porters or which are themselves importers ofthe allegedly dumped articles 
exc uded when determining the domestic industry in certain situatLs. The 
Authority notes that a domestic producer might import the product under consideration for 
one or more bona-fide reasons, including for testing, research & development, seed- 
marketing purposes (imports of the product to test the quality etc). 

Company has imported the subject goods of different thickness 
in small quantities for the comparison with the product produced in-house to the extent of 

noieH^th accounts for approximately *** % ofthe total imports. It is 

noted that these imports were made by the Applicant for bench-marking the product being 
p^ro uced by the company for research and development of its products and not for trading, 
the volurne of imports is miniscule in comparison with the production ofthe Applicant It is 
also noted that the inserts do not form the core activity of the company and it has not 
abdicated its role of a domestic producer. 

41 As per the application, there are two producers of the product in India, namely M/s. Balaii 
Action Buildwell (the Applicant) and M/s Green Ply Industries Ltd. M/s Green PIv 
industries Ltd. has supported the present application. Thus, the applicant along with the 
supporter account for 100% of the production of the subject goods in India. 

42 The Applicant has claimed that the company’s thrust continues to be on own production 
rather than on iinports and the Applicant should therefore be considered as eligible domestic 
industry within the meaning of the AD Rules. 

43 In view ofthe above, it would be inappropriate to exclude such a domestic producer from 
being treated as domestic industry. The Authority finds merit in the claim ofthe Applicant 
that it should not be excluded as a domestic producer ofthe subject goods in India and be 
considered as the domestic industry for the purposes of this application. 

44 The Applicant accounts for more than 50% ofthe total Indian production (87 % approx) and 
therefore IS a major producer of the subject goods. Thus, the application has been made by or 
on behalf ofthe domestic industry and satisfies the requirements of ‘Standing’ under Rule 5 
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of the AD Rules. Further, the Applicant constitutes ‘Domestic Industry’ in terms of Rule 2(b) 
of the AD Rules. 

E NORMAL VAl.llF.. EXPO R T PRICE AND DUMPING MARGI N 


Stihmissions made by other interested p arties 

45 The submissions made by interested parties, in brief, are as follows. 

c„hmis.io,.s made on behalL of Everfireen FibrcJmr d Berhad (EFB) 

nbrehnard <.1B> Sdn. Bhd. Malaysia and Evergreen Fibreboa rd 

fNllflif Sdn. B hd.fF,FNL Malaysia 

. The normal value has been incorrectly determined on the basis of high consumption 
norms of the domestic industry for raw material and utility whereas the consumption 
norm for raw material and utility are much lower for the exporters. 

made on behalf of M/s PT. Masar j pwisep a kat Fiber, Indonesia a gd 
M/s PT. Somatcra Prima Fibre boar d (SPFT Indonesia 

. .f Crroome Country : The Authority failed to follow proper procedure as 

priTcribed under paragraph 7 of Annexure I to select «PP™P"f 7*®'^ 
country Under the procedure, the domestic industry was required to provide sufficient 
evWence and names of producers for the Authority to propose such selection in the 
initiation notification. Neither did the domestic industry provide any material or evidence 
nor did the Authority make any efforts to select an appropriate market economy third 
country out of the thrL countries proposed. No efforts whatsoever had been made by the 
Authority to seek appropriate information. Further, the Authority failed to appreciate that 
in srdte ofthe legal obligation under paragraph 7, it failed to put the parties to the 
investigation at notice without unreasonable delay about selection of the ir ^ 

market economy or surrogate country. The applicant has not even specified as to which 
country was proposed to be'taken as a surrogate country, despite having full * g 
of several sitSilar economies involved in ihe production of the subject goods and also of 
their participation in the current investigation. 

« P-xport Price : In the initiation notification, the Authority has only 

considered ocean freight, marine insurance, documentation charges, clewing charges 
man festation charges for calculating ex factory price for exports, but in the petition the 
Ziic”s considered commission also. In this regard, the Authority should provide 
thffmal export price used for initiation purpose. Further, the commission Jiy ^ 

Applicant is very high. In most of the cases commission is considered as I/o of FOB 

price. 
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Submissions made on behalf of the domestic industry 

As regards the contention that Authority failed to follow proper procedure under para 7 of 
Annex. 1 to select appropriate market economy third country etc; it is stated that the stage 
of application of Para 7 by the Authority has not even arrived as yet. The Applicant 
submits that normal value for China PR could not be determined on the basis of price or 
constructed value in a market economy third country for the reason that the relevant 
information is not available to the Applicant. It is noted that such normal value must be 
“comparable price In the ordinary course of trade for the like article when meant for 
consumption in such market economy third country”. In order to arrive at normal value 
on this basis, the Authority shall require complete & exhaustive verifiable information on 
all domestic sales made by a cooperating producer in such third country, along with its 
cost of production and all other associated information and evidences (including ail 
information in the ordinary course of trade). Principles of fair comparison as laid down 
under Article 2.4 of the Agreement are also relevant in this respect. The Applicant has 
not been able to procure such information from a producer in market economy third 
country. 

The Applicant submits that India is an appropriate surrogate country for China PR. Not 
only the consideration of India as a surrogate country would result in access to accurate 
and adequate information, there is no factual basis to consider that India would not be a 
proper surrogate country. India has been considered as an appropriate surrogate by other 
Investigating Authorities too. The normal value In China can be determined on any of the 
above-mentioned basis. The normal value in China can thus be determined on the basis of 
(a) price in India, and (b) cost of production in India, duly adjusted, including .selling, 
general and administrative expenses and profit. The normal value has been determined 
accordingly on the basis of cost of production in India, duly adjusted, in view of the fact 
that the selling price is a loss making price. 

Further, the Applicant refers to Para 8 of Annexure-I to the rules which provides that the 
Authority shall examine whether the product or the producers in China are operating in 
market economy environment. The Authority Is required to provide sufficient opportunity 
to the parties concerned in this regard. It is only thereafter that the Authority can consider 
application of Para 7 and a question of surrogate country shall arise. Information from 
such surrogate country at this stage shall imply a presumption on the part of the Authority 
that the Chinese exporters, in any case, would not claim market economy status either for 
the product or in respect of the companies. 


As regards the contention that in the initiation notification adjustment to export price 
included does not include commission, whereavS the Applicant has claimed adjustment on 
account commission in the application; the DA need not accept all the claims made by 
the Applicant; nor rejection of the claim with regard to commission would make dumping 
margins significantly different. The application should contain sufficient prima facie 
evidence of dumping. It is not the argument of the interested party that acceptance or 
rejection of commission shall make materially different position in this regard. 
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• As per information known to the Applicant, a number of producers are engaged in 
production of the product under consideration in the subject countries. Before accepting 
any response, the Applicant requests the Authority to kindly cross check the claims made 
by these interested parties with the Indian Customs data. Static import price despite rising 
raw materials is a clear evidence of dumping. It would be seen that there is a significant 
increase in the input costs. If the import prices are adjusted for the increase in the input 
prices, it would be see that the import prices in fact have significantly declined [i.e. cost 
adjusted import prices show huge decline over the period. It is thus evident that dumping 
has intensified over the period. 

Examination by the Authority 

46 The Authority notes that the Applicant domestic industry is required to provide information 
that is reasonably available to it and sufficient information was made available to justify 
initiation of the investigation in the instant matter. 

47 As regards the issue that normal value has been incorrectly determined on the basis of high 
consumption norms of the domestic industry for raw material and utility whereas the 
consumption norm for raw material and utility are much lower for the exporters, the same is 
incorrect. As recorded in the initiation notification, the Applicant had estimated the Normal 
values in the subject countries by considering the constructed normal value approach. For the 
purpose, it had estimated cost of production of the foreign producers by adopting such 
information as is reasonably and publically available. The Authority had prima-facie 
considered the normal value of the subject goods in the subject countries on the basis of 
constructed values for the purpose of the initiation of this investigation. The Authority, 
however, notes that it expected concerned exporters/producers from the subject countries to 
co-operate in the investigative process by filing their exporter’ questionnaire response for 
facilitating appropriate determination of the dumping margins so that the Normal values 
could be determined based on their respective questionnaire responses. It is noted that a few 
exporters /producers from the subject countries (except from China PR) have filed their 
exporter questionnaire’s response. An examination of the exporters’ questionnaire’ response 
along with additional information /data sought by the Authority, shows that the dumping 
margins are significantly positive. 

48 As regards the contention that Authority failed to follow proper procedure under para 7 of 
Annex. I to select appropriate market economy third country etc; the Authority notes that the 
issue has been raised by an Indonesian exporter, who should not be concerned with this issue 
as para 7 is not applicable to them at all. No Chinese exporter/producer has sought to 
question the same. Notwithstanding the same, the Authority notes that the Applicant had 
submitted that Normal value for China PR could not be determined by them on the basis of 
price or constructed value in a market economy third country as relevant information was not 
accessible to them. It needs to be noted that appropriate market economy third country must 
be comparable keeping in view the level of development of the country concerned and the 
product in question. The Authority notes that it did not have any reliable information that 
was made available to it at the time of initialing this investigation. Besides, the Applicant had 
submitted that India is an appropriate surrogate country for China PR as not only India has 
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been considered as a surrogate country to China PR in the past by WTO Members but it 
would also result m access to accurate and adequate information. The normal value had thus 
been determined on the basis of cost of production in India, duly adjusted. While doing so 
the Authority had moderated the claims of the Applicant and it was thus determined thai 
there was sufficient evidence on record in this respect to justify initiation of the investigation. 

49 As regards adjustments in the Export Price at the time of initiation notification: it is clarified 
that the Authority had considered ocean freight, marine insurance, documentation charges 
cleaning charges and manifestation charges and had disregarded the claim with respect to 
commission for the purposes of estimating ex factory price of the subject goods from the 
subject countries. Thus, rather than considering commission @ 1% of FOB price as 

suggested by the interested party, the Authority had not made any adjustment in the export 
price for the same. ^ 

50 The Authority sent questionnaire to the known exporters/producers from the subject 
countries, advising them to provide information in the form and manner prescribed. Response 

to the questionnaires were received from the following: 


S.N. 

Name of Producer/Exporter 

1 

M/s. Magna-Foremost SDN, BHD, Malaysia 

2 

M/s Masonite Components, Ireland 

3 

M/s Merbok MDF Lanka (Private) Ltd., Sri Lanka 

4 

M/s Segamat Panel Boards Sdn, Bhd, Malaysia 

5. 

M/s_P.J. Masari Dwisepakat, Indonesia 

6. 

M/s P.T. Sumatera Prima Fibre Board, Indonesia 

7. 

M/s. Evergreen Fibre Board Berhad (EFB), Malaysia 

8. 

M/s Evergreen Fibre Board (JB) SDN BHD, Malaysia 

9. 

M/s Evergreen Fibre Board (Nilai), Sdn. Bhd (EFN), Malaysia 

10. 

M/s Daiken Min Sdn. Bhd., Miri Sarawak, Malaysia 


51 M/s Daiken Miri Sdn. Bhd., Miri Sarawak, Malaysia has stated that they have not exported 
the subject goods during the POI. 

Exami nation of Market Economy claims in respect of China PR bv the Authority 

52 The Authority notes that in the past three years China PR has been treated as a non-market 
economy country in anti-dumping investigations by India and other WTO Members. China 
PR has been treated as a non-market economy country subject to rebuttal of the presumption 
by the exporting country or individual exporters in terms of the AD Rules. 

53 As per Paragraph 8 of Annexure I of the AD Rules, the presumption of a non-market 
economy can be rebutted, if the exporter/producer(s) from China PR provide information and 
sufficient evidence on the basis of the criteria specified in sub paragraph (3) of Paragraph 8 
and establish the facts to the contrary. The co-operating exporters/producers of the subject 
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goods from People’s Republic of China are required to furnish necessary 
information/sufficient evidence as mentioned in sub-paragraph (3) of paragraph 8 ot 
Annexure 1 of the AD Rules in response to the Market Economy Treatment questionnaire to 
enable the Authority to consider the following criteria as to whether; - 


. the decisions of concerned firms in China PR regarding prices, costs and inputs 
including raw materials, cost of technology and labour, output, sales and 
investment are made in response to market signals reflecting supply and demand 
and without significant State interference in this regard, and whether costs of 

major inputs substantially reflect market values, 

. the production costs and financial situation of such firms are subject to significant 
distortions carried over from the former non-market economy system, in 
particular in relation to depreciation of assets, other write-offs, barter trade and 
payment via compensation of debts; 

such firms are subject to bankruptcy and property laws which guar^n^e legal 
certainty and stability for the operation of the firms and 
• the exchange rate conversions are carried out at llie market rate. 


54 The Authority indicated, in the initiation notification that the applicant has claimed that 
China PR should be treated as Non Market Economy and therefore Normal value in case of 
China PR should be determined in accordance with Para 7 and 8 of Annexure of the AD 
Rules The applicant has submitted that they have not been able to access inforrnation from a 
market economy third country for the purposes of determination of Nomial value m respect 
of China PR and has pleaded that India can be considered as an appropriate mwket economy 
third country for determination of normal value in China PR. The Authority in fomed known 
exporters/producers from China PR that it proposes to examine the claim of the Applicant in 
the light of para 7 and 8 of Annexure I of the AD Rules. The exporters/producers of the 
subiea goods from China PR were therefore requested to furnish, inter a/ia, necessary 
information/sufficient evidence as mentioned in sub-paragraph (3) of paragraph 8 of the 
Annexure I of the AD Rules to enable the Authority to consider whether market economy 
treatment be granted to cooperative exporters/producers from China PR. 


55 The Authority notes that consequent upon the initiation n«ti«* issued by the Authority, none 
of the Chinese producer/exporter has submitted its questionnaires’ response including the 
market economy questionnaire response and thus has not sought to rebut the non-market 

economy presumption. 

nelermination of Normal value in respe c t of Exporters / Producers from China P R 


56 Para 7 of Annexure I of the AD Rules provides that 

In case of imports from non-market economy countries, normal value shall be 
determined on the basis of the price or constructed value in the market economy third 
country, or the price from such a third country to other countries, including India or 
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where it is not possible, or on any other reasonable basis, including the price actually 
paid or payable in India for the like product, duly adjusted if necessary, to include a 
reasonable profit margin. An appropriate market economy third country shall be 
selected by the designated authority in a reasonable manner, keeping in view the level 
of development of the country concerned and the product in question, and due 
account shall be taken of any reliable information made available at the time of 
selection. Accounts shall be taken within time limits, where appropriate, of the 
investigation made in any similar matter in respect of any other market economy third 
country. The parties to the investigation shall be informed without any unreasonable 
delay the aforesaid selection of the market economy third country and shall be given a 
reasonable period of time to offer their comments. 

57 The Authority notes that sufficient information and evidence is not available on record in 

respect of the price or constructed value of a market economy third country that has the 
comparable level of development vis a vis China PR, particularly considering the subject 
goods. Thus, in view of the abotve facts, the Authority, for the purpose of preliminary 
determination, proceeds to provisionally detcfmine the Normal value in respect of 
exporters/producers from China PR on available reasonable basis, in terms of second proviso 
of para 7 of Annexure 1 to the AD Rules. Accordingly, the ex-works Normal Value of the 
product under consideration have been provisionally determined based on constructed costs 
of production, duly adjusted. The Normal Values have been constructi^'d as per the 
methodology described below: ’ h 

Methodology adopted for constructing Normal Value in case of China PR 

58 Accordingly, the Authority has constructed Normal value for producers in China PR on UsV 
basis of: 

• the price of inputs as procured by the domestic industry, 

• efficient consumption norms of raw materials of domestic industry as 
considered in the NIP. 

• the utilities cost and conversion costs of the domestic industry as considered in 
NIP. 

• After arriving total cost of production for CNV as above, 5% profit has been 
allowed. 

59 For the purpose of preliminary findings, the normal value so determined comes to US$ 
*** /CBM. 


Normal value in respect of Indonesia, Malaysia and Sri Lanka - responding exporters 
60 Response to the questionnaire were filed by the following companies: 



116 


1'HE GAZETTE OF INDIA : EX I'RAORDINARY 


[Part 11 


S.N. 

Name of Producer/Exporter 

\ 

M/s. Magna-Foremost SDN, BHD, Malaysia 

2 

M/s Masonite Components, Ireland 

3 

M/s Merbok MDF Lanka (Private) Ltd., Sri Lanka. 

4 

M/s Segamat Panel Boards Sdn, Bhd, Malaysia 

5. 

M/s P.T. Masari Dwisepakat, Indonesia 

6. 

M/s P.T. Sumatera Prima Fibre Board, Indonesia 

7. 

M/s. Evergreen Fibre Board Berhad (EFB), Malaysia 

8. 

M/s Evergreen Fibre Board (JB) SDN BHD, Malaysia 

9. - 

M/s Evergreen Fibre Board (Nilai), Sdn. Bhd (EFN), Malaysia 

10. 

M/s Dai ken Miri Sdn. Bhd., Miri Sarawak, Malaysia 


61 M/s. Magna-Foremost SDN and M/s. Masonite Components, Ireland has stated that they 
have not exported the subject goods to India and that they have only exported door-skins. 
Since it has already been clarified that door-skins are not part of the PUC, no further 
examination of their data has been undertaken for determining individual dumping margin in 
their case, subject to further verification as may be deemed appropriate. 


General methodology followed for the responding exporters for determination of 
Normal Values 

62 The Authority has determined individual dumping margin in respect of co-operative 
exporters / producers who have provided the requisite information. The general methodology 
adopted for determination of Normal value is as follows: 

63 It was first seen, whether the domestic sales of the subject goods by the responding 
exporters/producers in their domestic markets were representative and viable for permitting 
determination of Normal values on the basis of their domestic selling prices and whether the 
ordinary course of trade test was satisfied as per the data provided by the respondents and 
sought by the Authority. Wherever the respondents have provided transact ion-wise details of 
the sales of the like article in their home markets, the information so provided has been relied 
upon to determine the Normal value for the subject goods after carrying out the ordinary 
course of trade test and sufficiency test.subject to further investigation and verification. 

64 For carrying out the OCT test, the costs of production have been examined with reference to 
the exporter’s/producer’s questionnaire responses filed by them and iii terms of the additional 
information sought by the Authority, subject to further investigation and verification. 
Wherever discrepancies in the information/data filed have been noted, the Authority has 
provisionally constructed the cost to make and sell the goods based on best information 
available on record, subject to further investigation and verification. 
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65 Wherever, there were no domestic sales or no sufficient domestic sales, the Normal value has 
been determined by the Authority on the basis of‘facts available’ in terms of Rule 6(8) of the 
AD Rules. 


66 In their responses, the respondents have provided transaction-wise details of sales made of 
the subject goods in their home markets. The information so provided has been provisionally 
relied upon to determine separate weighted average domestic selling price of the subject 
goods, subject to further investigation and verification. Further, all domestic sales 
transactions were examined with reference to the costs of production of the subject goods/ 
constructed costs, to determine whether the domestic sales were in the ordinary course of 
trade. It was also seen whether the loss-making transactions account for over 20% of the 
sales or not. Wherever the profitable domestic sales transactions were found to be accounting 
for more than 80% of total sales, the weighted average price of all the domestic sales have 
been taken into consideration. However, wherever the profitable sales volume was found to 
be less than 80%, the weighted average price of the profitable domestic sales has been taken 
into consideration. 


Determination of Norma l value in respect of Co-operative Exporters / Producers from 
Indonesia, Malaysia and Sri Lanka 

M/s Evergreen Fibreboard Berhad (EFB> 

67 From the perusal of the response of the company it is seen that the company does not follow 
product coding system and the type of product is identified on the basis of the description 
given on the invoice/sales contract etc. However, for the comparison purposes, the exporter 
has devised a product control number (PCN) for each type of the product sold by the 
company on the basis of the.following properties/ features of subject goods manufactured by 
the company: 

a. Low Emission Boards 

b. Standard / Normal Boards 

c. Sanding Process 

d. Thickness 

e. Width 

f. Length 

68 It has been stated that the goods having the same PCN sold in the domestic market and the 
export markets are identical. Further, the company has claimed that there are no differences 
in the goods sold or produced in the domestic market or sold to countries other than India in 
physical/ technical / chemical characteristics from those exported to India. 

09 The questionnaire’ response submitted by the company was perused. It was found that the 
respondent has provided selling price and other details of the subject goods in relevant 
Appendixes of their response. It is noted that M/s Evergreen Fibreboard Berhad (EFB) has a 
a subsidiary, namely M/s Evergreen Fibreboard (JB) Sdn. Berhad (EJB), which has also filed 
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its questionnaire response. Besides, it is also noted that there is another group company M/s 
Everereen Fibreboard (Nilai) Sdn. Bhd, which is producing and selling the subject goods in 
the domestic market but no response has been filed on behalf of this company. In response to 
query from the Authority, it was clarified that the response has not been filed as the company 
has not exported the subject goods to India. 

70 It is noted from the published data available on the web-site of the company that the 
company has a number of related entities engaged in activities associated with productio^n o 
the subject goods including plantation, power generation, manufacturing of glue required tor 
manufacturing the subject goods. Further, the information submitted by the company m 
Appendixes 7 & 8 includes credits for inadmissible receipts. It is also noted that though 
company has stated that the analysis be undertaken on PCN-wise basis; but it is noted that the 
company does not maintain the Appendix 8B data on PCN-wise basis. Therefore, for e 
purposes of preliminary findings, the analysis has been dome for PU as a w o e^ 
adjustments for inadmissible credits as above, it is noted that the company has earned profits 
on domestic sales. In the circumstances, the Authority has provisionally determined t e 
Normal value based on domestic sales, subject to further investigation and verification, 
which works out as US $ *** /cbm. 


M/s Evergreen Fibreboard (JB) Sdn. Berhad (EJB} 

71 From the perusal of the response of the company it is seen that the company does not follow 
product coding system and the type of product is identified on the basis of the description 
given on the invoice/sales contract etc. However, for the comparison purposes, the exporter 
tas devised a product control number (PCN) for each type of the product sold by the 
company on the basis of the following properties/ features of subject goods manufactured by 

the company: 

a. Low Emission Boards 

b. Standard / Normal Boards 

c. Sanding Process 

d. Thickness 

e. Width 

f. Length 

72 The goods having the same PCN sold in the domestic market and the export markets are 
identical. Further, the company has claimed that there are no differences in the goods sold or 
produced in the domestic market or sold to countries other than India in physical/ technical / 
chemical characteristics from those exported to India. 

73 The questionnaire’ response submitted by the conipany was perused. It is noted Jhat M/s 
Evergreen Fibre board (JB) Sdn. Berhad (EJB) is a subsidiary of M/s Evergreen Fibre board 
Berhad (EFB). It is further noted that there is another group cornpany M/s Evergreen Fibre 
board (Nilai) Sdn. Bhd, w'hich is producing and selling the subject goods in the domestic 
market but no response has been filed on behalf of this company. In response to query from 
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the Authority, It was clarified that the response has not been filed as the company has not 
exported the subject goods to India. 

74 On a perusal of the company’s response, certain discrepancies were noted in respect of 
Appendixes 3,4,7,&8 of the response. An opportunity to clarify the same was provided to the 
company. Though the company sought to clarify the issues raised but the same were not 
found to be satisfactory as the information filed was contradictory In nature. In the 
circumstances, the Authority is constrained to proceed further by provisionally constructing 
the Normal value subject to further investigation and verification, which works out as US $ 
*** /cbm. 


75 In view of the fact that once company is the subsidiary of the other; the Authority has 
provisionally decided to determine a single dumping margin for both the respondents, that is 
M/s Evergreen Fibreboard Berhad and M/s Evergreen Fibreboard (JB) Sdn. Berhad. 

M/s Segamat Panel Boards Sdn. Bhd. 

76 From the perusal of the response of the company it is seen that the company has claimed that 

the products which are sold in India and in the domestic market are identical, however each 
thickness has its own price in the market. SPB only produces thin MDF ranging from 2 2 
MM thickness to 6.00 MM. s b ■ 


77 The questionnaire’ response submitted by the company was perused. It was found that the 
respondent has provided selling price and other details of the subject goods in relevant 
Appendixes of their response. The examination of the questionnaire response filed by the 
company along with the additional information/data sought by the Authority indicates that 
the company has incurred financial losses on the overall sales of the subject goods after 
excluding the realisations from the non-cost items. In response to the query from the 
Authority, the company clarified that its domestic operations for the subject goods are 
making profits whereas the losses are only in third country exports (other than India). 
Pending further examination and verification of the data, the Authority has accepted the 
contention of the company. The adjustments claimed by the company have been 
provisionally accepted, subject to further investigation and verification. Thus, the normal 
vale based on the domestic sales of the company works out as US $ *** /cbm. 

PT SUMATERA PRIMA FIBREBOARD 

78 From the perusal of the response of the company it is seen that the company has claimed that 
the goods sold in the home market are identical to the exported goods for the same 
specifications. Therefore, the comparison of prices in the two markets ought to be made for 
each product code. 

79 The questionnaire’ response submitted by the company was perused. It was found that the 
respondent has provided selling price and other details of the subject goods in relevant 
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Appendixes of their response. However, the company has not given code-wise Appendix 8B 
data After examination of the submissions of the company, certain discrepancies were noted 
and the company was advised to clarify the same. While some discrepancies in the data still 
remain, the information/data filed by the company has been provisionally accepted subject to 
verification. It is seen that the domestic sales transactions are overwhelmingly loss-making 
and hence, the Normal value has been provisionally constructed based on their Appendix 8B 
data, subject to verification. Accordingly, the normal value for the exporter has been 
determined which works out as US $ *** /cbm. 


FT. Masari Dwiseoakat Fiber 

8ft From the perusal of the response of the company it is seen that the company has claimed that 
it mostly sells premium quality product in the home market. The Indian market does not 
place too much attention on the product quality. Therefore, they mostly sell Grade A2 and B 
products to India. However, the goods sold in the home market are identical to the exported 
goods for the same specifications. Therefore, the comparison of prices in the two markets 
ought to be made for each product code. 

81 The questionnaire’ response submitted by the company was perused. It was found that the 
respondent has provided ’selling price and other details of the subject goods in relevant 
Appendixes of their response. However, the company has not given code-wise Appendix 8B 
data.-The information/data filed by the company has been provisionally accepted subject to 
verification. Accordingly, the Normal value has been determined after carrying out the 
sufficiency and OCT test. The adjustments as claimed by the company have been 
provisionally accepted, subject to verification. Accordingly, the normal value for the exporter 
has been determined which works out as US $ *** /cbm. 


M/s Merbok MDF Lanka (Private) Limited 

82 From the perusal of the response of the company it is seen that the company has claimed that 
there is no difference between the goods sold in the home country compared with the goods 
exported to India except thickness and brand and that there are no differences in the goods 
sold or produced in the domestic market or sold to countries other than India in physical/ 
technical/ chemical characteristics from those exported to India except thickness and brand. 


83 The questionnaire’ response submitted by the company was perused. It was found that the 
respondent has provided selling price and other details of the subject goods in relevant 
Appendixes of their response. The examination of the response filed by the company shows 
that the company has received significant financial support from its holding company as 
interest-free loan. In the Appendixes 7 & 8 of the questionnaire’s response filed by the 
company, no expenses oi> account of finance costs have been reflected. It was noted that after 
considering the interests costs on the loan so obtained, the company has incurred losses for 
its domestic operations. Hence, the Authority has provisionally constructed the Normal value 
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based on their cost of production after appropriate adjustments for interest costs, subject to 
further investigation and verification, which works out as US $ *** /cbm. 

Determination of Normal value in respe ct of Non-Co-operative Rxnnrters / Prodiir^r. 

84 The Authority notes that none of the other exporters/producers from EU and USA have 
responded to the exporter’ questionnaire. Therefore, the normal value in their cases has been 
determined on the basis of ‘facts available’. 


F. EXPORT PRICE 

Export price for the responding exporters 
M/s Evergreen Fibreboard Berhad tEFR) 

85 The Authority examined whether the export prices in respect of responding exporters could 
be determined on the basis of questionnaire responses filed by the respondent. The export 
prices have been allowed as claimed by the respondent, subject to further investigation and 
verification. The respondent has furnished information in Appendix 2 relating to exports to 
ndia. The adjustments on account of Overseas Freight, Inland Transportation, Local 
Insurance, Packing, Customs handling and Clearance Charges and Bank Charges have been 
claimed and are provisionally being accepted subject to further investigation and verification. 
The ex factory export price thus works out as US $ *** /cbm. 


M/s Evergreen Fibreboard (JB> Sdn. Berhad rE.TR) 

86 The Authority examined whether the export prices in respect of responding exporters could 
be^ determined on the basis of questionnaire responses filed by the respondent. The export 
pri^s have been allowed as claimed by the respondent, subject to further investigation and 
verification. The respondent has furnished information in Appendix 2 relating to exports to 
India. The adjustments on account of Overseas Freight, Inland Transportation, Packing 
Local Insurance, Customs handling and Clearance charges and Bank Charges have been 
claimed and are provisionally being accepted subject to further investigation and verification 
The ex factory export price thus works out as US $ *** /cbm. 


M/s Segamat Panel Boards Sdn. Bhd. 

87 The Authority examined whether the export prices in respect of responding exporters could 
be determined on the basis of questionnaire responses filed by the respondent. The export 
prices have been allowed as claimed by the respondent, subject to further Investigation and 
verification. The respondent has furnished information in Aj)pendix 2 relating to exports to 
India. The adjustments on account of Inland Transportation, Overseas Transportation, 
Handling & Other Charges have been claimed. As regards the adjustments, the same are 
provisionally being accepted subject to further investigation and verification. The ex factory 
export price thus works out as US $ *** /cbm. 
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PT. Sumatera Prima F ibreboard 

M The Authority examined whether the export prices in respect of responding exporters could 
le det^ ^ on the basis of questionnaire responses filed by the The 

1^ ftmtished information in Appendix 2 relating to exports to Afte 

.yj^i nati n n of the submissions of the company, certain discrepancies were noted an 
Srp“as advised to clarify the same. While some discrepancies in the d^a remai^ 
the ?nformation/data filed by the company has been provisionally accepted subject 
verification The export prices have been allowed as claimed by the respon en , 
further investigation and verification. The adjustments on account of Commission, Re , 
£land Transportation, Ocean Freight have been claimed and are 
subjecttp further investigation and verification which works out as US $ /cbm. 

PT. Masari Dwisepakat Fibcj: ^ 

89 The Authority examined whether the export prices in respect of responding exporters could 

be deteS on the basis of questionnaire responses filed by the respondent. The export 
nrices have been allowed as claimed by the respondent, subject to further investigation and 
verification. The respondent has furnished information in Appendix 2 relating to exports to 
India. The adjustments on account of Overseas Transportation, u 

Bank Charts have been claimed and are provisionally being accepted 
investigation and verification. The ex factory export price thus works out as US $ cb . 

M/k iUerhok MDF Lanka ( Private^ Limited 

90 The Authority examined whether the export prices in respect of responding exporters could 
be determined on the basis of questionnaire responses filed by the respondent. The export 
prices have been allowed as claimed by the respondent, subject to further investigation an 
verification. The respondent has furnished information in Appendix 2 relating to exports to 
India The adjustments on account of Inland transportation, Overseas transportation 
Overseas insurance and Credit costs have been claimed and are provisionally being 
subject to further investigation and verification. The ex factory export price thus works out 

as US $ /cbm. 

tiiw of Export Price in respect of Non-Co-operative Exporters/Producere 

91 Since no other response has been received from any other producer/exporter of the subjwt 
goods; the Authority has determined the Export price as per ‘facts available in terns of Rule 
6(8) of the AD Rules. The data has been collated as per the information provided by the 
applicant and the information provided by the co-operative exporters. 



[«nn 1J 


: aroruRtiT 


123 


G. DUMPING MARGIN 

92 Considering the Normal values and Export prices as determined above, the dumping margins 
have been determined as follows: 


In US$/Cbm 


S.No. 

Country- 

Producer/Exporter 

Normal 

Value 

Net 

Export 

Price 

Dumping 

Margin 

Dumping 

Margin 

% 

Dumping 

Margin 

Range 


China PR 


1. 

All producers and 
exporters 

*«« 

*** 

*** 

*** 

_ 

185-195 


Indonesia 


2. 

Pt Sumatera Prima 
Fibreboard 

*** 

*** 

*** 

*** 

60-70 

3- 

PT. Masari Dwisepakat 
Fiber 


*** 

*** 

««* 

35-45 

4. 

All other producers and 
exporters 

«*« 

*** 

*** 

*** 

105-115 


Mala] 

^sia 


5. 

M/s Segamat Panel 
Boards Sdn. Bhd. 

*** 

*«« 

**« 

*** 

U-16 

6. 

M/s Evergreen 
Fibreboard Berhad 
(EFB) / 

M/s Evergreen 

Fibreboard (JB) Sdn. 
Berhad (EJB) 

*** 

*** 

*** 

'*** 

34-39 

7. 

All other producers and 
exporters 

*** 

*** 

*** 

_ ! 


90-95 

Sri Lanka 


8. 

M/s Merbok MDF 
Lanka (Private) Limited 

*** 

*** 

««« 

*** 

25-30 

9. 

All other producers and 
exporters 

*** 

*** 

«** 

«** 

75-80 


H. INJURY AND CAUSAL LINK 

N 

Submissions made bv other interested parties 
93 The submissions made by interested parties, in brief, are as follows: \ 

\ 

Submissions made bv M/s Venunopala Slate Industries 

• There is no merit in the Applicant's claim that their selling price is lower than the prices 
projected in the project report. Such projection lacks reasonableness and relevancy as 
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international prices have all along been significantly lower than Indian prices dunng 
injury period. Any error in their judgment ought not to be corrected through anti¬ 
dumping mechanism. It is incorrect to compare the actual selling price vis-a-vis selling 
price assumed in the project report disregarding the prevailing international price. 

Appligiant has misinterpreted provisions of material retardation as Rule II (I) provides 
for mutually exclusive provisions; hence the claim lacks any factual and legal basis. 
Applicant cannot claim nascent stage after almost 17 months of commercial production 
and t^ey should not be allowed to misuse anti dumping mechanism to care for their 
higher cost of production caused by their inherent inefficiency in terms of higher raw 
material rate, higher fixed cost etc. No Material Injury has been caused to the Domestic 
Industry as per the data contained in the petition. Arguments on levels of imports are 
exaggerated; whereas factually imports from subject countries have slightly increased 
by approx 1% which is negligible and it should be seen along with an admittedly 
miniscule production and increase in demand. Market share of alleged dumped imports 
has declined despite the growth in demand. Various other injury parameters showed 
surerb urowth and anv sign of injury can be seen. The cost of production of the 
applicant is rmaliy high as compared to other East Asian countries as compared to 
the co-operatik^ exporters. Fixed conversion cost of domestic industry appears to be 
verv high; hence, higher amount of fixed cost should be removed from the injury 
examination to ensure fair analysis. 

Raw material cost of PUC is influenced by two variables i.e. raw material rate and 
actual consumption of raw material per unit of output. Raw material rates and 
consumption norms appear close to double of international rates. Such inefficiencies 
and losses due to other reasons should be examined and cannot be attributed to injury 
caused by dumping. Any losses to the Applicant, if any, can be attributable only to 
higher cost of production. Any imposition of anti dumping duty would be against public 
interest in the present case as any duty would lead to passing on burden of higher cost 
due to inefficiencies on importers which in turn seriously affect the interest of user 

. industry. 

Landed price from subject countries have increased whereas selling price of applicant 
are showing declining trend in the same period. This reflects an inverse relationship and 
shows no correlation between landed prices yis-a-vis domestic selling prices- 


The Applicant has commenced their production recently. Hence, any injury on account 
of factors such as Start up cost, Un-established sales and distribution channels, 
increased marketing expenses coupled with higher discounts, higher cost of production 
etc cannot be attributed to alleged dumping. 

Submissions made on behalf of M/s Segamat Panel Boards Sdn. Bhd and M/s 
MerbokMDF Lanka (Pruvate) Ltd, Sri Lanka 

If any, injury to the domestic industry was on account of wood price and consumption 
norms during the injury period. 
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Reasonableness of the projections made in the Project Report: In support of their claim 
for injury the Applicant has claimed that the price at which the company is forced to sell 
e product in the market is below than the prices projected in the project report. In this 
submitted that the least selling price of Applicant was approx Rs. 16 935 per 
CBM during 2009-10 and declined ,o Rs 15,164 per CBM in POL We have efmated 
s ch selling price from the trending of price undercutting. Pertinently, prices of subject 
goods in international market have all along been significantly lower than these Indian 

financial institution for make realistic 
profitability projections while appraising project for financing having regard to current 
pievai mg prices in the international market, any error in their judgment ought not be 
coveted trough ^ti-dumping mechanism which is meant to counter act the effect of 
unfair trade practices. Under anti dumping laws, there are set practices for Drice 
comparison under free trade regime. It is incorrect to compare the actual selling price 
vis-a-vis selling price assumed in the project report disregarding the prevailing 
international price. It is also relevant to note that the Indian produeers of subject 
product m the country commenced their production recently and they could aehieve a 
price realization higher than international levels. 


• Literal meaning of the term “materially retards the establishment of any industry in 
India renects a situation when dumping prohibits the commencement of any industry 
m India though the plant is ready to declare its commercial production. The term 
commencement cannot and should not be misinterpreted to denote growth and 
expansion by the domestic industry which the applicant have tried to do. The use of 

ur causes or threatens material injury to any 

established industry in India or material retards the establishment of any industry in 
India in Rule 11 (1) makes it amply clear that Material injury, threat of material injury 
and rnatenal retardation are mutually exclusive. However, initiation notification states 
that domestic industry has suffered apparently material retardation and also material 
injury. Hence, test of material retardation relied by the Applicant is inapplicable to the 
Applicant as plant is already in operation. 

• The Applicant has commenced the commercial production w.e.f. 2nd February 2010. It 
IS strange that even after 17 months of commercial production, applicant Industry claims 
to be in Its nascent stage. In addition, it is submitted that the claim of the applicant 
industry for material retardation when they have actually realized selling price above 
international prices is unfounded and untenable. Further, if the cost of production of the 
domestic industry is higher due to their inefficiencies, higher raw material rate and 
higher fixed cost etc then how such industry can claim material retardation as nascent 
industry and attribute the same to dumping. 

• The Authority has stated in the initiation notification that the imports from the subject 
countries have substantially increased, which should have declined, given that the 
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domestic industry has set up new production facilities and supporting company has also 
commenced the production of the product under consideration. 
subject countries was 44,009 MT in 2009-10 which slightly " 

the proposed POl and the rate of such increase was approx 1% only which is very 

negligible. 

There is no material injury to the Domestic Industry. The data contained in ‘he Pehtion 
dL not show existence injury to the domestic industry on account 
imoorts In fact Proforma IVA shows that the production, capacity utili^tion, market 
ira J sties of rdomestic industry have all improved during the POI v,s-4-vi^s the 
orellous year. It is a peculiar situation when operating injury parameters have sho^ 
improvement, its market share has improved, and realizing ^ capacity 

orevailins international prices yet domestic industry is claiming injury. That capacity 
Stio® of ATplicant lich L only 27% during 2009-10 improved to 32% during 

POl, thus showing no injury. 

That the domestic industry is not at all competitive when its cost of production ‘S higher 
S 00% over the international levels. We have tried, (based on our estimation) to 
cLoarer actual cost of production and selling price of our exporter vis-a-vis 
domLtic industry. This indicates that the cost of production of the Applicant was 
abnormally higher as compare to exporters and reasons of higher cost of Applicant 
have been analyzed as under: 

a- Hi..her Fixed Conversion C ost of Applicant: ‘'Tt 

Applicant was Rs. 6,372 per CBM whereas it should be Rs. 
nonnal utilization (90%). Thus, fixed conversion cost of domestic industry was 
high by Rs. 4,126 per CBM during POl due to lower capacity utilization. Further, 
actual fixed costs of the applicant industry are more than double of the exporter^ 
Therefore higher amount of fixed cost should be removed from the injury 
examination to ensure fair analysis as the injury suffered by the Applicant due to 
this cannot be attributable to alleged dumped imports from the subject countries. 

b !?=.«/ Material Rate and Consum ption Norms of Applicant: It is submitted that raw 
material cost of PUC is influenced by two variables i.e. raw material rate and 
S consumption of raw material per unit of output. A comp^ison o raw 
material rates of applicant industry with the corresponding rates of exporters, it 
may be seen that rL material rates of domestic industry are c ose to double of 
cooperating exporter. This difference in rates, explains partially the reason for 
difference in cost of production of applicant domestic industry vis-a-vis expo er^ 
This is further compounded when we compare the actual consumption of raw 
material per unit of output of exporter with applicant industry which is higher y 
r^ut 28% This is nothing but inefficiency of operation by applicant indust^ 
The possibility of padding up of costs by showing higher 

cannot be ruled out which may be critically looked into by the Authority. There 
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are differences in raw material cost and such difference in raw material cost 
cannot and should not be attributed to alleged dumping. 

c. Thus, the cost of the Applicant is over by almost Rs. 9,142 per CBM only on 
account of inefficiencies in terms of low capacity utilization and higher 
consumption of raw material. Hence any losses caused on account of such other 
reasons cannot be attributable to dumping. 

* suffered losses when the least net selling price of Applicant was 

nnn higher than international prices which were 

12,000 per CBM. We have estimated such selling price from the trending of price 
undercutting. Therefore, reason of losses to the Applicant was higher cost due to 
in^ticiencies. The landed price from subject countries have increased from Rs. 12 024 
MT in previous year to Rs. 12,730 MT in the period of investigation whereas selling 
price ot applicant are showing declining trend in the same period. This reflects an 
inverse relationship and shows no correlation between landed prices vis-^-vis domestic 
selling prices. 


• That the Applicant has commenced their production recently. Therefore, it is quite 
mown that the Applicant would suffer injury on account of various factors such ad (i) 
Start up cost; (ii) Un-established sales and distribution channels; (iil) increased 
marketing expenses coupled with higher discounts. There is no causal link. 


Submissions made on behalf of E vergreen Fibrcboard Berhad fKFBV Malaysia* 

Fibreboard (JB) Sdn. Bfad. (EJB), Malay s ia and Evergreen Fibreboard 
(Nilai) Sdn. BhdtfEFN'I. Malaysia 


• The rule lays down that there are three types of injui^ that may be caused to the 
domestic industry i.e. material injury to an established industi^, threat of material injury 
to an established industry or threat of material retardation of establishment of an 
industry. The word ‘or’ used in the above Rule makes it clear that there cannot be a 
finding of all three types of injury or any two types of the injury existing at the same 
time. Therefore, injury in the form of material retardation and material injury cannot co¬ 
exist. It is also important to mention that the Applicant nowhere in the petition has 
mentioned that it is a case of material injury. It has merely stated for material retardation 
and there is no material retardation of the establishment of the domestic industry. 


• The Import analysis is wholly incorrect. It is amply clear that total imports have 
conversely declined substantially in 2010-11. Further, a negligible increase of about 1% 
in the imports from the subject countries over the same period cannot be regarded by 
any stretch of imagination as substantial increase. That the import data has been 
incorrectly sorted by the domestic industry. 

• The initiation notification, with regard to injury it has been mentioned that the domestic 
industry has suffered material retardation of its establishment. The domestic industry 
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has been successfully producing the subject goods for 17 months including the period of 
investigation and also continues to manufacture the subject goods beyond the period of 
investigation. 

There is no material injury to the domestic industry as may be seen from the following: 

i Capacity: The installed capacity of the Applicant has increased significantly 
from 8333 to 50000 m3 in 2010-11 as compared to previous year. 

ii Production: The production of the Applicant has substantial ly increased from 
2262 m3 in 2009-10 to 15860 m3 in 2010-11. 

Capacity Utilization: The capacity utilization of the Applicant has increased 
from 27% in 2009-10 to 32% in 2010-11. 

Sales: The sales of the Applicant have also substantially increased from 33 

m3 to 1 5347 m3 in a single year which is more than 4600%. . . 

Inventories; The domestic industry in 2010-11 produced 15860 m3 and so 
15347 m3 and the balance of 423 m3 is stock for this year. That the stock ot 
mere 2.67% of production in 2010-11 or less than 10 days of inventory cannot 

be regarded as piling up of inventories. n 

Market Share: The market share of the Applicant has increased from 0.63 /o 
2009-10 to 25.23% in 2010-11. 

Profitability. Return on capital employed. Cash profits and price undercutli g. 

The injury with respect to them, if any is not because of the alleged dumped 
imports from subject countries but because of its high cost due to high per unit 
coS on account of start-up cost, high raw material cost, high utility cost, high 
fixed cost, high labour cost, high interest cost and high depreciation cost. 

Wages: It is submitted that the wages paid to the employees have substantially 

increased in 2010-11 over the previous year. 

Number of Employees: there is no decline in the number of persons employe 

by the Applicant. . 

Productivity: The productivity of the Applicant has increased. 

There is no causal link between the injury, if any to the domestic industry and alleged 
dLped imports. It is submitted that injury, if any has b^n suffered by the Applicant on 
account of inter-se competition between the two domestic producers. 


ni. 


IV. 


V. 


VL 


VII. 


Vlll. 


IX. 


X. 



The applicant Industry has withheld information relating to captive consumpion of the 
pI^u«S Lsi^ration. It is mainly into the business of high price subject goods 

which required plsin fiber boards as raw material. 

After 15 months of commercial production, no industry can claim to be in its nascent 
Stage and claim material retardation. 
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• The applicants have not substantiated how the present case falls within the scope of 
material retardation. There is no basis to claim also that the industry is still in its nascent 
stage. The applicant is an already established industry in India. The present case is a 
case in which the applicant’s production line is being supplemented with another line 
with a different thickness. As an established industry player in this market, the 
applicants have been benefited by their current setup as they already possess sorne of 
the common equipment, employees, expertise, existing distribution network and 
systems, existing customer bases, and/or other components, raw material suppliers 
needed to produce and distribute the fiber board below 6 mm and are able to leverage 
these factors for purposes of their additional production line operations. In view of the 
above, and specific language of the initiation notification, we are of the considered 
opinion that present case is not a case seeking protection for retardation of 
establishment of an industry in India due to dumped imports and injury as a result 
thereof It is settled jurisprudence that a case of material retardation can be made only 
and only when production has not begun or the industry has not yet achieved its 
commercial volumes. 

• The initiation notification is like a show cause notice and has not put any party to notice 
that the claim of applicants for material retardation has been accepted by the Authority. 
In the absence of an initiation for material retardation, we are presently not offering any 
further comments on material retardation. 

• The period of investigation and injury examination period fixed by the Authority is 
erroneous and unfair. In the instant case the period of Investigation is April 2010 - June 
2011 i.e., of 15 months. The applicant is only new entrant in the market and has only 
completed 2 months in April 2010. Therefore, the determination of dumping and injury 
tends to be skewed as the variable costs and fixed costs would be very high for the 
applicant and no proper or comprehensive analysis can be undertaken. 

• As per the application there is only one more producer (Green Ply) of the subject goods 
in India and such new producer also started producing the subject goods from December 
2010. The applicant has only provided the production figures in the non-confidential 
version of the application and all the other injury related information is missing. The 
Designated Authority may also ascertain such factual claims made by the applicants 
from other authentic sources. 

• Injury parameters: In this connection we wish to point out following: 

a. Figures of depreciation, interest, and wages are negative. 

b. Productivjtyperemployeeandperday has also increased. 

c. In Proforma IV-A, interest shown shows sudden increase from base year. This 
sudden increase may be one of the reasons why the Applicants are not doing well. 

d. Applicant has not shown captive consumption in Proforma IV A. 

e. Average, inventory has decreased in comparison to base year, when they have 
started their production. 
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f. When we compare inventory by diving by per day sale it is seen that the inventory 
comes down significantly. 

g. Information relating to GFA, NFA, Working Capital and Price underselling not 

provided. ,, j + 

h. As per the revised Proforma IV-A Applicant has performed well as compared to 

base year 2009-10. 

i. Applicant is mainly selling value added products which is costly as compared to 
plain MDF. They are making door skin, MDF coated boards, melamine boards 
out of this line and exterior grade MDF. Therefore, we would request the 
Authority to kindly consider the issue to captive consumption while computing 
the cost and NIP of the Applicant and also kindly provide the non-confidential 
version of calculation sheet for our effective comments. 

• The imports from Indonesia remained more or less same throughout the injury 
investigation period. As shown in the table that the value iricreased 21.70% during 
2010-11 whereas the volume increased by 20%. In the Annualized figures the value of 
Indonesian imports increased by around 20%,.whereas volume increased only by 12% 
as compared to 2009-10. 

Submissions on behalf of M/s. Magna-Forem o st SDN and M/s. Masonite Component 

Ireland 

• The claims of material retardation and material injury are mutually exclusive: where a 
domestic industry is in fact already established, it cannot claim material retardation. The 
fact that the Applicant accounts for approximately 87% of total Indian production of the 
subject product strongly evidences that, in this case, the domestic industry is already 
established. The Applicant - which admits to having commenced production in February 
2010, 21 months before this investigation was initiated - can hardly be considered to be 
not yet established, making any claim of material retardation improper in this case. 

Submissions made bv the domestic industry 


The submissions made by the domestic industry, in brief, are as follows; 

• In respect of contention that D1 is forced to sell the product in the market below than the 
prices projected in the project report; it is submitted that mere fact that the export price 
was comparable to some other “international” price does not mean anything. In fact, there 
is nothing like “international price”. Even two transaction prices need not be the same. 
Prices to two customers can differ. Under this economic reality, the exporter is projecting 
one of the “international price”. The selling price of the domestic industry, in fact, is 
required to be compared with the target price in order to determine price underselling. It 
is universally accepted principle to determine price underselling by considering target 
prices and actual selling price. 
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As regards the contention that even with 17 months of commercial production, domestic 
industry claims to be in the nascent stage and that the claim of material retardation in the 
case when selling price has been realized above the international prices is unfound and 
untenable; it is submitted that the Authority is required to assess injury to the domestic 
industry by comparing domestic industry performance during investigation period with 
preceding years. By practice, the Authority is considering preceding three years and 
compares the performance in period of investigation with preceding three years. Thus, 
typically, the Authority considers period of investigation and preceding three years for 
injury assessment. In the present case, however, the Applicant does not have actual 
operational history for period of investigation and preceding three years. This, itself, 
establishes that the case of the Applicant is that of nascent industry. Notwithstanding the 
Applicant has established injury on both ways- 

> By considering its actual performance for the period of its existence; 

^ By comparing its performance with the projected/target performance 

Both clearly establish that the domestic industry has suffered injury. 

In respect of the contention that rate of increase in imports from a year prior to the POI 
was only 1%, whereas rate of increase in demand was 16%, whereas the level of 
production by the D1 was miniscule; it is submitted that the very fact that the production 
by the domestic industry was miniscule despite significant capacities and demand in the 
market itself establishes that the domestic industry is not able to produce to the extent of 
its capacities, establishes injury suffered by the domestic industry. In the facts and 
circumstances of an industry like present, where commercial production commenced in 
February, 2010 and where demand for the product is significantly high and domestic 
industry has significant capacities, inability of the domestic industry to reach the target 
levels of capacity utilization itself establishes that the domestic industry is being 
prevented from commercializing production to the targeted extent. Establishment of an 
industry must be seen with reference to the way it was projected to establish. The 
domestic industry projected that its capacity utilization shall be *** %, *** % and **♦ % 
in first, second and third year of its operation respectively. Thus, it is clear that the 
domestic industry would be in establishment unless it reaches *** % of its capacity 
utilization. As opposed to this target levels, the capacity utilization of the domestic 
industry have been woefully low. The Authority should consider the capacity utilization 
of the exporter and compare the same with the capacity utilization of the domestic 
industry. Information on month wise production and sale of the exporters may be called 
for and be compared with the capacity utilization levels achieved by the exporters. If, it is 
found that the capacity utilization achieved by some of the exporters are far higher than 
the capacity utilization achieved by the domestic industry, it must be explained by the 
exporters why capacity utilization of domestic industry is so low. If the cause for the 
same is presence of dumped imports in the market, it must be concluded that dumping of 
the product Is causing Injury to the domestic industry. 
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In respect of the contention that Proforma fV-A shows that the production, capacity 
utilization, market share and sales of the Dl have increased in the POI as compared to the 
previous year; it is'submitted that the argument lacks appreciation of the way a domestic 
industry commencing production from a new production facility shall perform. Having 
commenced commercial production in February, 2010, it is obvious that the domestic 
industry wiii make efforts to increase its production and sale over the period. It is obvious 
that the domestic industry would not achieve 100% capacity utilization on day one. The 
capacity utilization would gradually improve. Thus, increase in production and sale over 
the injury period is clearly reflective of the efforts of the domestic industry to get 
established in the market. However, the capacity utilization of the domestic industry was 
substantially below the levels it had projected. If dumping is not the cause of injury to the 
indusiry to the domestic industry, than why domestic industry is faced with such adverse 
capacity utilization as compared to the levels projected. If the argument of the interested 
parties is that Applicant is not able to run the plant at this level, it is submitted that 
Applicant has In fact run the plant at high levels. However, such levels could not be 
maintained for long period, as the same resulted in huge piling up of inventories and 
Applicant thereaf^yr had to curtail the production. It would also be seen from the injury 
information thjt the .Applicant had to reduce its selling price immediately after 
commencemeni of sales in, the market on finding that it was unable to dispose off the 
product in the market. Further, after reducing the prices, the Applicant had m increase 
discounts etc. in order to push the sales. The selling price of the domestic industry 
declined immediately after start up of production and sale. Further, the net sales 
realization of the domestic industry declined over the period. This decline in net sales 
realization and reduction in selling price was despite lower prices offered by the domestic 
indusiry. Further, appreciating that the Applicant had somewhat higher fixed cost due to 
initial start up operation, the Applicant has determined its cost structures by adopting 
higher level of optimum capacity utilization, whereby the Applicant would have posted 
profits in its first quarter of operations, but suffered financial losses towards the end of 
the investigation period. In other words, if starts up cost are excluded, the Applicant had 
started operation with profitable prices; but went into losses because of dumping of the 
product in the country. From a comparison of net sales realization of the domestic 
industry and sales volumes, it would be seen that as the domestic industry reduced its 
realization, its sales volume improved. In other words, the domestic industry had to 
compromise on selling price in order to get some volumes. From a comparison of selling 
prices of the domestic industry and weighted average landed price of imports from 
subject countries, it would be seen that - 

^ When the domestic industry offered its product in the market, the price difference 
between the domestic product and imported product was quite significant. 

> The domestic industry reduced the prices in order to somewhat bridge the gap 
between domestic and imported product. However, in view of very significant price 
difference between the domestic product and imported product, the volume of imports 
remained significant and did not decline. 




I—1] 


’TR^T ^ wnr ; 


** substantially after commencement of 

productton by the domestic industry. Given that the domestic industry product was an 

? '«8itimate expectation of the domestic industry 
f a prt^uct would^substantially fall as the domestic production 
ramps up production and takes over the demand in the market. 

* ^n^-***! of therontention relating to the cost of production' in India; it is submitted the 

to machines comparable 

lum * ‘he foreign producers. Given comparable technology and 

plant & equipment, it is impossible that the conversion cost of the domestic indwtrv 

e foreign Queers. Any such claim implies that the foreign producers have 
manipulated their data and have suppressed true conversion cost. There are limited 
machine suppliers '"this trade, while minor variation might come from country to 
country in view of difference in price factors, significant difference in conversion wsts 

the AuAori^* -^r ^ T from or misrepresented to 

the AuAority. ^e machine deployed by the Applicant at the ieast can be considered 

more efficient than the other producers in the subjected countries. There is no basis for 

fxpo^s*'WhMe "’r rT f ‘han the 

exciters. While some elements of fixed cost on per CBM basis may be hisher due to 

nn Considered at reasonable level of capacity utilization 

igni leant difference shall be found. Applicant submits that the foreign producers are 
producing and selling a number of products. It is quite likely that they Lv^e resorted to 

uXriTnllTe ® costs are undersUted for the product 

regard that E"is"no '« Pom«cd out in this 

semratf fnfor^« requirement under accounting principles to maintain 

seiMrate information for different products. It is, therefore, very easy for the foreign 

Tauesd^n ofScir'’’^h P™‘'“«!om Thus, it is not 

by the exporterrm“hori!y' “ata being provided 

'*'^“■"8 W Selling prices of domestic industry vis a vis 
landed price of the imports ; it is submitted that the domestic industry started its journey 

would^W ‘'’® °P‘™“'" ®“‘ °f P^duction where it 

would have fetched some nominal profit, albeit below reasonable levels Desoite so 

reasonable price offered by the domestic industry, so significant t^^s the 

price difference between domestic industry price and import price that the domestic 

‘“ke a corrective action and reduce the price, despite which 

^paSls IriXrirH'"" ‘'’® ‘‘°'"®*'‘® ‘"dustry has production 

opacities. Therefore, the domestic industry was further forced to offer increasing 

thfnri^ h"^ “ *?,T® ‘“stomers to buy domestic product. However, sincf 

the price difference still remains significant, the domestic industry could not eventually 
achieve optimum levels of production. v um eventual ly 
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In respect of causal link; it is submitted that the injury to the domestic industry is on 
account of dumped imports as significant price difference between imported ^d 
domestic product has prevented the domestic industry from selling its product to the 
extent of production capacities, which LJ to reduction in price and low level of sales 
volumes reduction in net sales realization, significant difference between non mjurious 
price and landed price of imports on one hand and inability of the domestic industry to 
increase its production to the extent of target levels on the other hand, significmt loss of 
production man hours, increase in inventories with rising production, decline in 
production due to rising inventories, collectively and cumulatively establishes that the 
domestic industry is suffering injury as a result of dumped imports. 

In respect of Public Interest; it is submitted that the present claim of public has 

been made by an exporter or a foreign producer. Suffice it would be to say that t e 
exporter should not be concerned with public interest in India. The Applicant is a part o 
a responsible and highly respected business house in the Country, whose promoters have 
been instrumental in setting up and running a 500 bed super specialty hospital in Delhi 
for the general welfare of the public at large. The group has significant presence in the 
Country and is well aware about the public interest in India. The Applicant is in fact in a 
position to provide the product at reasonable price in the country. In any case, the 
exporter has not established how the anti-dumping duty imposition shall not be in public 
interest. Sinpe the entire argument is a mere conjecture on the part of exporter the 
authority may kindly reject the argument. It is also submitted that the word public in erest 
is a much wider terms and implies interests of producers, consumers and public at large. 
In any case, it does not mean importers interest. The imposition of duty shall be m public 
interest, as it would help the domestic industry fully establish itself in the country, which 
is in the interests of the consumers as well. The consumers shall not be left at the mercy 
of foreign producers. 

In respect of the contention that the Applicant has withheld information relating to 
captive consumption of the PUC; it is submitted that sufficient information is already on 
record. Should the Authority require any further information, the Applicant will provide 

the same. 

In respect of the contention that substantial imports are reported by the Applicant and 
other supporting producer in India and entire analysis has been undertaken without taking 
into account such vital facts; it is submitted that there is no substance in the argument as 
the imports by the Applicant are not substantial. The imports by the Applicant were ‘‘t 
cbm in a market size of 68,273 cbm and against a capacity of 50,000 cbm. 

In respect of the contention relating to “materially retardation of the establishment of any 
industry in India; it is submitted that the understanding with WTO niembers with regard 
to material retardation makes the meaning of material retardation very clear, Even m a 
situation where the product is already being produced, the Authority may record a finding 
of material retardation. Further, material retardation does not mean that company should 
not have commenced commercial production. Contrary to the arguments of the interested 
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party, in fact, the jurisprudence emerging on the subject is very clear, i.e., the Authority 
must examine injury information of the domestic industry to the extent it exists 
Proposition advanced by the interested party, in fact, implies that only a company not 
commen^cing commercial production can bring application. This would in fact imply that 
an anti-duinping duty may be imposed even when a company may not have commenced 
Mmmercial production. Notwithstanding above, the information filed by the Applicant 
domestic industry in any case clearly establishes that its performance was adverse and 
deteriorated over the period. The Applicant relies upon the application and the past 
ermmations by the Authority. It has set up manufacturing facilities for production of 
the product under consideration in the country. There is no other producer of the product 
m the country who was producing the product under consideration in the country before 
X^ifcommercial production. The previous investigation by the 
Authonty included all kinds of medium density fiberboard at the stage of initiation The 
interested parties heavily argued for exclusion of thin boards on the grounds that the same 
was not being produced in India. The Authority having satisfied itself that there was no 
production of thin board in India restricted the scope of the product under consideration 
to 6mm and above. Further, the Applicant has provided information with regard to its 
injury to the extent it has produced and sold over the injury period. The Authority mav 
examine the performance of the domestic industry to the extent of its existence. 


The contention that the Applicant is already an established industry in India and that their 
production line is only being supplemented with another line with a different thickness is 
without basis as the Applicant did not have any production line for production and sale of 
fiberboard before the present set up. There was no “current setup” of the company The 
Applicant intended to setup three production lines - (i) Thin Fiber Board line, (ii) Thick 
Fiber Board Line (the same is still being setup) and; (iii) Particle Board Line. Further the 
Applicant has set up facilities for other downstream products such as Floor Tiles, Door 
Skm, Laminated Flooring, Direct Printed Board, Insulation & Hard Board, Flush Doors 
Ply Boards, Veneer Coated Board, Furniture & Fixture Comp., Composite Board’ 
Decorative Laminated Board, Block Board, UV Coated Board, and Laminated Particle & 
MDF Boards. Assuming that the company was already an “existing” company and efforts 
were being made to supplement the existing setup with addition of a production line of a 
product not hitherto produced in the Country, the same would still fall in the category of 
material retardation to the establishment of the domestic industry, so long as the product 
under consideration was not being produced earlier and fresh production facilities have 
been setup for production of product under consideration. 


• In respect of contention relating to data collection; it is really amazing that an interested 
party is suggesting consideration of 2010-11 as an investigation period in the present 
case. Firstly, the case was initiated in November 2011 and therefore investigation period 
of 2010-11 would have implied a stale period for the present purpose. Secondly, period 
longer than as could have been considered can certainly not prejudice the interests of any 
party. If the period 2010-11 would have been appropriate for the present purpose, 
certainly, addition of subsequent quarter is no less inappropriate. 
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With regard to the argument that variable cost and fixed cost would be high for he 

Applicant the Appliint has provided information with regard to cost 

a^ssed by them at the time of setting up of the plant. These costs are no at o 

production These costs are at much higher level of capacity 

mere fact that the cost of production of the Applicant may be hig er 

Tprive thl AppLnt relief under the law. It only implies that there may be anojhe 

fiiwor of injury i.e., start up operation. Further, the law requires/provides for adjustment 

on account^of such “other factors”. The law does not provide that a negative finding o 

Nu; Zit be mLded, the moment the Authority comes to a ^‘^'-■on that e,e ,s 

some other factor as well causing injury to the domestic mdus ry. y, 

interested parties are trying to interpret “a” causal link as the causal link. 

As regards the contention that only production figures of the other ["dian producer (green 
olvJ has been given, all the other injury related figures are missing; the Applicant has 

“other domestic producers”. Applicant has provided injury information m respec 
“domestic industi”. Applicant has claimed that it constitutes “domestic mdustiy and 
ZZZindy provided information in respect of its own operations. Applicant has not 
VhTt ApoUcant and Greenply constitute domestic industry. The rules require 
iZSnZn of respecrof domestic industry and therefore information 

Greenply with regard to injury to the domestic industry becomes wholly 
ZlZlt if is, hoLver, pointed out that Greenply has not even fully commenced 
production of the product under consideration in view of dumping of the product. 


As regards the contention relating to injury; there is no such negative f^ure 

hnprovement in productivity does not imply that the .'"^'‘'■5'^“* 00110 ^ is 

■niurv The present petition is in respect of material retardation, As the Applicant 
augmenting Ss production after commencing the same, it is obvious that 
exZses would*^ show an initial growth expected from any company commencing 
commercial production. As regards captive consumption, relevant information s 
available to the Authority. A comparison of inventory with production and sale clear y 

shows that- 

The company was producing much below the projected levels. 

Inventories were rising despite such low level of production. 

The company had to reduce/curtail production despite low levels, m order to 

pZlZZilZ'midOTg with production, fall in inventories along with restriction 
production cleariy eshiblishes that the domestic industry has been ^ 

production in order to contain inventory levels. Applicant subinits that the man 
Lur worked and available itself will clearly estoblish that the 
has been forced to substantially keep the plant idle because of dumping of the 
product in the country. 


IV. 
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• As regards Information regarding GFA, NFA and price underselling not provided; the 
relevant information is available with the authority. Under the rules, the authority is 
required to determine injury considering return on investment and not considering GFA 
and NFA. Further, price underselling is required to determine by the authority and is not 
required to be determined by the Applicant. The prescribed format nowhere requires this 
information to be provided by the Applicant. 

• As regards the contention that imports from Indonesia remained more or less same 
t rough the injury period; Low volume of imports from an individual country does not 
imply that the same has not caused injury. It is nobody’s argument that volume of imports 
from Indonesia were below de-minimis or the dumping margin In respect of Indonesia is 
de-mimmis o}: conditions of competition between Indonesia and other subject countries 
were materially different so as not to cumulate the injury to the domestic Industry. 
Whereas injury to the domestic industry is required to be cumulatively assessed, the fact 

that the volume of imports from particular company has remained relatively flat becomes 
irrelevant. 


• Annexure-I to the Rules provides, inter-alia, that due allowance shall be made in each 
case, on its merits, for differences which affect price comparability, including differences 
in conditions and terms of sale, taxation, levels of trade, quantities, physical 
characteristics, and any other differences which are demonstrated to affect price 
comparability. It would be seen that mere existence of a factor resulting in difference is 
insufficient. Such factor must have been recognized in the commerce as a factor that 
affectS'the prices. Such factor must have been consistently applied by the producers. For 
example, if the foreign producers have sold boards of different thickness at prices which 
did not consider thickness as a parameter, it may not be necessary to determine separate 
normal value, export price and dumping margin for boards having different thickness. 
The Authority may therefore first examine the questionnaire responses and the import 
data and ascertain whether at all the foreign producers have consistently followed some 
parameters for fixing the prices. If not, any such parameter can be ignored at least for the 
purpose of the preliminary findings. 

Examination bv the Authority 


94 The Authority has taken note of various submissions of the interested parties on injury to the 
domestic industry and has analyzed injury to the domestic industry considering the facts 
available on record and applicable law as follows. The submissions made by the interested 
parties have been considered to the extent found pertinent and have been examined as 
follows and in the relevant sections of these findings: 

95 As regards the contention that initiation notification does not mention ‘material retardation’ 
as reflective of injury to the domestici^ industry; the Authority notes the contention is 
fallacious and misleading as para 26 of the initiation notification reads as follows: 

In view df the above, the domestic industry has apparently suffered material 
retardation of its establishment. Besides, the domestic industry has also 
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apparemly suffered material Otjury ® the extent ttf Its mmm: 

^der consideLon is beiPg exportedfnim the subset 

normal value, resulting in dumping of the pmdueh The 

suffered ■Injury', which has apparently been apparently caused bp the dumped 

impofts." , . 

96 As regards the contention that the export price was eempafabiS to the intefiiatldHhd 
not mean that the subject goods have 

questionnaires responses show that ihS subject goods have Been dUhiped into Ihdia. 

07 As renards the contention that even after 17 months of comrtlefeial prodiietiftn! the domestic 
indusov claims to be in the nascent stage and that the claim of material retardatl^ ill the case 
h Lmr nrice ^as bCen realized above the iiitefhatlOnal pr|g6a is unfeunded; the 
Authority notes that the domestic industry commended 

Februarv 2010 only and hence the claim is juStiHed: ‘InjUrr even aftet l7 moHths of 
commereial producLn only prove the claim of the domestic ^ J ,h, 

more be attributed to teething troubles and start Up operations. The AUthb ity hOteS that the 

domestic industry has beeh adversely impacted f'rttSS^ 

the period of its existence as well while comparing its performance with the projected/target 

performance. i t- 

98 As regards the contention that the rate of increase in the impofts was ^'^*5'. ‘ ® 

rate of increase in demand was 16%; the AuthOfity notes that the same Heeds to bO examined 
in the backdrop that there was no domestic producer of the subject goods Iti India till very 
recentl nd heCthe entire demand was being met by the imports. The very eki^enCe of 
Imeslic producers in the market is likely to impact the market shatC aS flow the usCfs wouW 
have the option to procure the subject goods through the itidlgeflOUS sources as well. The 
domestic industry has installed significatit capacities but it bUs Het beeh able to ^eaeh the 
"vS o?capacit^ utilization; aS a fesuit thereof its capacity UtiliaatiOfl has been 

dismally low. i ■ 

99 As regards the contention that Proforma IV-A shows that the prOdUcfiOtl. capacity 

St share and sales of the domestic industry have --f Ts 

the previous year; the Authority notes that the performance of the domestic^ mdusto; is 
expected to improve considering that it has recently commenced production of the subjec 
ZoTlny producer is expected to take steps to improve its performance as regards i s 
production and sales over the period. As a result thereof, the GapaCity utilization gradua y 
improves Thus the increase in production and sales over the injury P®ri°<l > 

reftective of the efforts made by the domestic industry to establish Use f in the market. 
However, its capacity utilization has been significantly below the projected levels. 

100 As regards the contention pertaining to cost of production in India; it is noted that the 
Applicant has set up its plant recently and has claimed to have installed 
toThe machines available with the foreign producers, it has been 

considering comparable technology, plant and equipment, the conversion costs of the 
domestic iLustry would not be significantly higher as compared to the conversion costs of 




foi^ign prp^WPl^rs. It Itas been ftirther epnlended that there are limited machine suppliers in 
this tra4e and that whila minor variatmn might be there due to difference in price factors but 
sig^ifjpant diffefengg in conversion costs is not possible. The Authority finds merit in the 
dofnestic industry’s claini that there could be higher costs due to start up operations because 
of some e!®ment5 pf fixed cost on per CBM basis but if these costs are considered at 
reasonable level of capacity utilization, no significant difference would be found. 

101 As regards fhe issue of Public Interest; the interested party has not substantiated as to how 
imposition Pf the ant|-dumping duty in the instant matter would not be in the public interest. 
The phraae ^public intfre§t’ would ipflect the interests of all the stake holders such as 
producers, users/cGnsumers and public at large. The Authority further notes that the purpose 
of the anti-dumping duties, in generah is to eliminate ‘injury’ caused to the domestic industry 
by the unfair trade practices of ‘dumping’ so as to re-establish a situation of open and fair 
comgetjtion in ibe Indian market, which is in the general interest of the Country. Imposition 
of th® antj-dumping m®a?ums would not restrict imports from the subject countries/territory 
in any way> andjj thPr®!fbrPi> would n®t afie®t ^be availability of the subject goods to the 
consumers. It is recognized that tlie imposition of anti-dumping duties might affect the price 
levels of the products manufactured using the subject goods and consequently might have 
som® influence un rplutiy? competitiveness of these products. However, fair competition in 
the Indian market will npt be reduced by the anti-dumping measures, particularly if the levy 
of tha anti-dumping duty is restricted to an amount necessary to redress the injury caused to 
the dcunestic industry/On % contrary, imposition of the anti-dumping measures would 
remove the unfair advantages gained by the durnping practices, would prevent the decline of 
the 4Pm®-S|^ Industry and help rnajntain availability of wider choice to the consumers of the 
subject gppds- 

102 As rfg af jjs the pontentipn that substantial imports have been made by the Applicant domestic 
indus^l the AHthprity notes the contention is devoid of any merit as the imports effected by 
the Appli«l tp the extent of cbm, which cannot be considered as significant vis g 
v/j m^et si?;e qf 68,273 cbm and the domestic industry’s installed capacity of 50,QQQ 

cbm- 

103 As regards the contentipn relating to ‘material retardation of the establishment of any 
industl^ in IpdiaV th® Authority notes that there could be a situation where although the 
product is being produced, yet a finding of material retardation could be recorded as 
‘material retfpdiiipp’ does npt imply that there should not have been any production of the 
gQqd§ in Que^jtipn. [t is seen that the information filed by the Applicant domestic industry 
shpws ilM R®ffeFmaPP^ has deteriorated over the period. The Rules & Regulations are 
silempn me eyalU^ipn of material retardation of the establishment of a domestic industry. In 
this case, jjte Applicant has made efforts to establish its Industry in respect of the subject 
goods in India, ^ wopld be apparent from the fact that the Plant has been installed and 
copsiderabie investment has taken place; but before viable commercial production cpyld take 
place, dumped imports have caused the installed plant to be largely unutilized; Ip the 
cireums^es, the Authority note- ‘injury’ to the domestic industry has been caused 









whether it is treated as established industry or merely ‘nascent’. Huge financial losses 
resulting in the non-utilization of domestic industry’s plant and manpower are considered as 
material, whether related to an established industry or an existing industry which was in an 
infant or nascent state. In the latter instance, the dumped imports have ‘clearly materially 
retarded the development of a domestic industry, established or otherwise, by causing delays 
in the adoption of decisions that would have occurred in a fair market environment’. 


104 As regards the contention that material retardation and materials injury cannot co-exist; the 
Authority does not concur with the same. An interesting illustration of the effect of dumped 
imports can be found in the EU Japanese DRAMs case (Regulation (EEC) 165/90, OJ L20, 
25.1.90). In this case, the volume of imports, the prices at which they were offered, the 
condition of the domestic industry, led the EU Authorities to determine the effect of the 
dumped imports had caused injury to the domestic industry. The facts of the case were 
considered to support a finding both of material injury and of injury in the form of material 
retardation. 

105 As regards the contention that the Applicant is already an established industry in India and 
that their production line is only being supplemented with another line with a different 
thickness; the Authority notes that the same is factually incorrect as the Applicant did not 
have any production line for production and sale of fiberboard before the present set up. 

106 As regards the contention relating to data collection; the Authority notes that the present case 
was initiated on 11th November 2011; thus, period of investigation as 2010-11 period would 
have been relatively old. Besides, a longer period would enable the Authority to take on 
board relatively recent data for determination of alleged dumping and consequent injury. 

107 As regards the contention that only production figures of the other Indian producer (M/s 
Green ply) has been given and. all the other injury related figures are missing; the Authority 
notes that M/s Greenply had not even fiilly commenced production of the product under 
consideration. 

108 As reg^ds the contention relating to injury; the Authority notes that the application in the 
instant matter is essentially in respect of material retardation. Besides, it is only expected that 
the Applicant having augmented its production would initially show a positive growth. A 
comparison of inventory with production and sales clearly shows that the company was 
producing much below the projected levels. Its inventories were rising despite such low level 
of production; whereby it had to reduce/curtatl production despite low levels, in order to 
contain/restrict inventories. The domestic industry has claimed that it has been regulating its 
production in order to contain inventory levels because of the presence of dumped imports. 

109 As regards the contention that imports from Indonesia remained more or less the same 
through the injury period; the Authority notes that similar volume of imports from Indonesia 




inaonesm IS above <fe-TOmw« and the dumping margins are significant. 

Cumul ative assessment 
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The Authority notes that:- 

• ^e ^bject goods are being dumped into India from a number of countries 

- -- ‘han the .a- 

* n^SliSlTmrts^^^^^ 

A^olk-"^! assessment of the effects of imports is appropriate as the exports from 
he subject countries directly compete with the like artlrip« rtff 

domestic industry in the Indian market, which is evident from the following:-^ ' ^ 

*■ manufactured by the producers from the subject countries and 

other t-y ‘he Applicant have comparable properties ij 

hy-^ther l’: 

Ultr f"* Pa'l'es who are resorting to use of the imported subiect 

g s rom various sources and the goods produced by the domestic industry. 


Rnth the imported and the domestic subject goods, are being used 
intemhangeably and there is direct competition between the domestic prod 
& imported products and inler-se amongst imported products 
C The exDorte^ from the subject countries and domestic industry have sold the 

periods to the same set of customers. The sales channels 

d, The'^uT ofimports from each of the subjeet eountries is signifieant. 

n view of the above, the Authority consider that it would b^PP-prmte to^a^sess injury to 

he domestic industry cumulatively from exports of the subject Rooa 

countries 

a ri AH Rules nrovides for an objective examination of both, (a) the volume 

siw to 1- b»,. 

b. r dton, * XS to 1U. 

effect of the dumped as compared to the price of the like 

si^iflcant i ^ imports is otherwise to depress the prices to a 

to •“ to «“to » • 

significant degree. 

As regards the impact of the JurnH ^|Ijatf°n™rthe ?m^^^ of thi dLped imports 

11 of the AD Rules states as follows: "'la ion of all relevant eeonomic 

on the dom«tic the state of the Industry, including natural and 

'“riaSclI^fo sales, pV. output, mt^e, “Jn "of 

growth, ability to raise capital investments. 

The Applicant domestic indushy has industj^ ^‘ comSced 

materially the does not have operational history for more 

aiminercial production m Febmary^^^^^ performance of the domestic 

than three years. There » ^ fthA imnact of the dumped imports on the domestic 

industry for the purpose of exammatiOT of the imp petitioner has 

r - rdir-jf 

»<■ to« to.«. AtoHiy I* »»ldto 
the.investigation period and the preceding three years. 
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Volume E ffect of Dumped Imports and Impact on Domestic Iiidusfrv 
Demand/consumption in India 


117 Demand of the product in the Country has been assessed as the sum of domestic sales of the 
domestic producers and imports from all sources* 

Annual Analysis 


Particulars 

Unit of 
Measurement 

2007-08 

2008-09 

2009-10 

April'10- 
June'l 1 
(POl) 

Annualized 

(POI) 

Sales of 

Domestic 

Industry 

CBM 

- 

- 

334 

21,297 

17,038 

Sales of Other 

Indian 

Producer 

CBM 

- 


- 

4,030 

3,224 

Subject 

Countries 

imports 

CBM 

10,936 

32,223 

44,009 

58,504 

46,803 

Other 

Countries 

imports 

CBM 

975 

11,704 

8,618 

1,510 

1,208 

Demand in 

India 

CBM 

11,911 

43,927 

52,961 

85,341 

68,273 


Quarterly Analysis 


Demand 

UOM 

Feb’10- 
March'lO 

April'! 0- 
June’lO 

July’lO- 

Sep’lO 

Oct’10- 
Dec'lO 

Jan'll- 
March'l 1 

April’11- 
June’l 1 

Sales of Domestic 
Industry 

CBM 

♦ ♦♦ 

♦♦♦ 

*** 

*** 

*** 


Sales of Other 
Indian Producer 

CBM 

- 

- 

- 

*** 


*** 

Subject Countries 
imports 

CBM 

8,259 

10,486 

8,807 

10,284 

14,985 

13,942 

- 
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Other Countries 

imports 

CBM 

959 

306 

236 

260 

382 

326 

Demand in India 

CBM 

9,552 

13,016 1 

12,870~1 

15,852 

21,161 

22,443 


118 It is noted that the demand for the product under consideration in India has increased 
significantly over the period. 

Import Volume from Subject Countries 

119 The volume of imports of the subject goods from the subject countries and other countries 
have been examined based on the transaction-wise imports data as obtained by the dornestic 
industry from IBIS. It is noted that the product under consideration does not have a dedicated 
Customs classification code and therefore summarized Customs data (as released by 
DGCI&S) has not been relied upon. Thus, individual transaction wise data, as made 
available by the secondary source (IBIS), has been relied upon. Therefore, the imports 
volume reported by the IBIS has been considered for volume analysis. Volume of imports of 
the subject goods have been as follows: 


Annual Analysis 


Imports Volume 

UOM 

2007-08 

2008-09 

2009-10 

April’ 10- 
June’ 1 1 
(POl) 

Annualized 

(POl) 

Indonesia 

CBM 

- 

39 

6,957 

10,177 

8.142 

Malaysia 

CBM 

2,943 

20,244 

22,783 

22,052 

17,642 

Sri Lanka 

CBM 

7,934 

11,171 

13,270 

20,410 

16,328 

China PR 

CBM 

59 

769 1 

999 

5,865^ 

4,692 

Total Subject 
Countries 

CBM 

10,936 

32,223 

44,009 

58,504 

46,803 

Other Country 

CBM 

975 

11,704 

■ 8,618 

1,510 

1,208 

Total Imports 

CBM 

11,911 

43,927 

52,627 

60,014 

48,011 


Quarterly Analysis 


Import 

Volume 

UOM 

Feb’10- 

March MO 

AprilMO- 
June’ 10 

JulyMO- 
Sep’ 10 

Oct’10- 

Dec’ 10 

Jan’11- 

March’ 11 

April’ 11- 
June’ 11 

Indone 

CBM 

3,553 

3,690 ^ 

1,984 

1,130 

1,568 

1,805 





|[siPT 1_I ] ^ 


sia 








Malay 

sia 

CBM 

2,417 

3,873 

4,221 

3,643 

6,131 

4,184 


CBM 

2,093 

2,663 

2,334 

4,371 

5,332 

5,710 

China 

CBM 

196 

259 

269 

1,140 

1,955 

2,243 

Total 

Subject 

Countries 

CBM 

8,259 

10,486 

8,807 

10,284 

14,985 

13,942 

Other 

Country 

CBM 

959 

306 

236 

260 

382 

326 

Total 

Imports 

CBM 

9,218 

10,792 

9,043 

10,543 

15,368 

14,268 


H5 


120 The Authority notes that 


(a) Imports from the subject countries have increased significantly. Imports have increased, 
when considered over the injury period or on quarterly basis within the investigation period; 

(b) Given that the domestic industry has commenced commercial production in February 2010, 
the import volumes should have declined with the commencement of the production by the 
domestic industry. But no decline in the volume of imports from the subject countries was 
noted except in the quarter July 2010 - September 2010 over the previous quarter. Further, in 
the subsequent quarter the volume increased, instead of showing a natural decline and are 
now much higher than before; 

(c) The increase in the imports is quite significant. Whereas the volume of imports in 2007-08 
was 11,911 cbm, the volume of imports in April-June, 2011 quarter itself was 14,268 cbm. 
On an overall basis, the increase in volume of imports was more than 300% over the injury 
period; 

Market share in demand 

121 The table given below analyses the trends in the market share of imports vis-a^vis the share 
of the domestic industry on an annual basis and quarterly basis; 


Annual Analysis 


Particulars 

UOM 

2007-08 

2008-09 

2009-10 

April’10- 
June’ll 


2679G1/12—19 
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(POI) 

Domestic Industry 

% 

- 

- 

0.63 

24.96 

Other Indian Producer 

% 

- 

- 

- 

4.72 

Total Subject 

Countries 

% 

91.82 

73.36 

83.10 

68.55 

Other Country 

% 

8.18 

26.64 

16.27 

1.77 


Quarterly Analysis 


Market Share 

in Demand 

COM 

Feb’10- 

March’ 10 

Apri no- 
June’10 

July’10- 
Sep’IO 

Oct’10- 

Dec’10 

Jan’ll- 

March’H 

April’H- 

June’H 

Domestic 

Industry 

% 

*** 

♦ ♦♦ 

♦ ♦♦ 

♦♦♦ 

*** 

♦ ♦ * 

Other Indian 
Producer 

% 

♦ + >!' . 






Subject 

Countries 

% 

86.46 

77.99 

66.22 

64.87 

73.81 

62.12 

Other Country 

% 

10.04 

2.28 

1.78 

1.64 

1.88 

1.45 


122 The Authority notes that the domestic industry has commenced the commercial production of 
the subject goods in the year 2009-10. During this period the domestic industry functioned 
for only 2 months. The year 2010-1 I was the first year of commercial production of the 
petitioner company. The quarter wise analysis of the share of the subject countries indicates 
that while the share of imports of the other countries has declined significantly, no decline in 
the volume of imports for the subject countries has been noted. Further, the share of domestic 
industry in the total -demand has fluctuated on a quarter to quarter basis. 

Production, sales, capacity and capacity utilization 

123 The production, sales, capacity and capacity utilization of the domestic industry has been 
analyzed as follows: 







[ W] I—I ] 
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Annual Analysis 



UOM 

2009-10 

April’10- 
June’ 11 
(POl) 

Annualized (POl) 

Total Production 

CBM 

*** 

*** 


Below 6mm 

CBM 

2,262 

22,980 

18,384 

Above 6mm 

CBM 

- 

* * * 

*** 

Sales volume 

CBM 

334 

21,297 

17,038 

Captive consumption 

CBM 

*** 

*** 

* >!■ >!■ 

Capacity 

CBM 

8,333 

62,500 

50,000 

Capacity utilization (@@) 

% 


*** 

♦ ♦♦ 


@@ Based on total production 


Quarterly Analysis 



UOM 

Feb’10- 

March’ 10 

April’10- 
June’ 10 

July’ 10- 
Sep’IO 

Oct’10- 

Dec’10 

Jan’l1- 

March’ 11 

April’l 1- 
June’ 1 1 

Production 

CBM, 

*** 


*♦ + 

*** 

J(e sf: 3f: 


Below 

6mm 

CBM 

*** 



*** 



Above 

6mm 

CBM 






+ + + 

Sales 

volume 

CBM 


*** 

* + + 

+ + + 

+ + * 

+ * + 

Captive 

consumption 

CBM 

♦ ♦♦ 

*** 

♦ + + 

* * + 


* + + 

Capacity 

CBM 


*** 

*** 

+ 5i! + 

+ + * 

+ + 

Capacity 

utilization 

% 

*** 

*** 

+ *♦ 

+ 5l<* 

+ * + 

*** 


124 The above analysis shows that the production, sales and capacity utilization of the domestic 
industry shows improvement. However, it is noted that the domestic industry had projected 
to achieve ***% capacity utilization in the first year of its operation and ***% in the second 
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vear ooeration- but as against this projected capacity utilization, the capacity utilization of the 
^mes^c industry has remained significantly low. Thus, the domestic industry has not been 
able to utilize production capacities to the extent it could have, in the absence of dumpi g. 


125 


With regard to the effect of the dumped imports on prices, the Authority is required to 
consider^hether there has been a significant price undercutting by the dumped imports as 
rm^ed w^tHie price of the like p^uct in India, or whether the effect of such 'nrpom is 
othewise to depress prices to a significant degree or prevent price increases, which otherwise 
wild have occurred, to a significant degree. Annual movement of the import prices has been 

analyzed as follows: 


Rc/rhm 


GIF Import Price 

2007-08 

2008-09 

2009-10 

April’10-June’ 

Indonesia 

- 

12,831 

n,l04 

11,362 

Malaysia 

10,980 

11,609 

10,726 

11,797 

Sri Lanka 

12,352 

■ 

13,236 

11,929 

12,616 

China 

7,488 

10,234 

11,3071 

11,198 

Total Subject Countries 

11,956 

12,142 

11,162 

11,947 

Other Countries 

12,785 

12.378 ^ 

11,434 

13,619 

Total Imports 

12,024 

12,205 

11,206 

11,989 


126 Quarter wise movement of the import prices has been analyzed as follows: 


CIF Import 
Price 

FebTO- 

March'lO 

AprilMO- 

June'lO 

July'10- 
Sep'lO 

Oct’10- 
Dec'10 

Jan' 11 - 
March'11 

April’l l- 
June'l 1 

Total Subject 
Countries 

11,572 




11,934 

12,256 

Other 

Countries 

— 

12,288 






Total Imports 

--- 

11,647 

11,794 


11,884 

11,967 

— 
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127 The Authority notes from the above that there is*no noticeable change in the ClF price of 
imports from the subject countries during the injury period and the period of investigation. 
Further, the GIF price of imports from the other countries was noted tp be higher than the 
CIF price from the subject countries. In the second and third quarter of the year 2010-11, the 
CIF import price from the subject countries was lower than the subject countries by as much 
as 21%. The Authority further notes that CIF prices were significantly lower than the 
projected sales price as project report of the domestic industry. 

128 As noted above, no changes in the CIF prices of imports from the subject countries have been 
noted during the injury period and the POI. The Authority has undertaken an analysis of the 
trends in the prices of raw material for the subject goods during the relevant period. In this 
context, the Authority notes that the wood, glue cost and other chemicals are important 
elements in the cost of production. The analysis of the data submitted by the domestic 
industry and the other interested parties, shows that the element of wood, glue cost and other 
elements in the total cost of production is more than 50%. An analysis of the trends in the 
cost of production ofjthe domestic industry indicates that there has been a significant increase 
in the prices of wood over the prices as projected in the project report. With regards to the 
movements in the prices of raw materials i.e. wood in respect of other exporters from the 
subject countries, the Authority notes that the information with regards to trends in the prices 
of wood, as available at the website of one of the co-operating exporters M/s.Evergreen 
indicates the following trends: 


Indexed 

2007-08 

2008-09 

2009-10 

2010-11 

POI 

Wood price indexed * 

136 

132 

121 

148 

160 

Indexed wood prices 

100 

97 

89 

109 

118 


♦with year 2005 as base year 


129 The Authority notes from the above that there has been an increase in the price of wood 
during the injury period and the POI by as much as 18%. However, this is not reflected in the 
changes in the CIF price of imports from the subject countries. The trends, as above, reflects 
that the exporters from the subject countries have absorbed the increase in the cost of 
production, as the same is not reflected in the changes in the CIF export prices, 

130 The Authority further notes that apart from wood, glue is an important element in the 
production of the subject goods. Glue is manufactured by using a combination of different 
chemicals, most important of them being Paraffin Wax, Urea, Melamine and Methanol. An 
analysis of trends in the import prices of these raw materials, as summarized below also 
indicates that there has been a substantial increase in the rates of some of these raw materials. 


Unit 

07-08 

Indexed 

April’10- 
June’lUPOl 

Indexed 

’V 

increas 
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) 


e 

Input price movement 







Paraffin Wax 

Rs.Kg 

40.26 

100 

57.21 

142 

42 

Urea / (Carbamie) 

Rs.Kg 

12.32 

100 

13.24 

107 

7 

Melamine 

Rs.Kg 

50.56 

100 

67.18 

133 

_ t 

33 

Methanol 

Rs.Kg 

36.12 

100 

40.61 

112 

12 


131 It is noted that there has been a significant increase in the input costs for glue and other major 
inputs. However, no upward trends have been noted in the GIF export price of the subject 
goods from the subject countries. In view of the same, the Authority notes that escalation in 
the cost of inputs has been absorbed by the exporters. 

Prke undercutting and underselling effects 

132 Price undercutting has been determined by comparing the weighted average landed value of 
dumped imports from the subject countries over the entire period of investigation with the 
wei^ted average net sales realization of the domestic industry. For this purpose landed value 
of imports has been calculated by adding 1% handling charge and applicable basic customs 
duty to the value reported in the IBIS data of import prices from the subject countries. 

133 Tn order to determine the net sales realization of the domestic industry, discounts, 
commissions, etc. offered by the domestic industry and the central excise duty paid, if any, 
have been deducted from the total sales realization. 

134 For the purpose of price underselling determination the weighted average landed price of 
imports from the subject countries has been compared with the Non-injurious selling price of 
the domestic industry determined for the POI. 

Price Undercutting . 

135 The comparative analysis of tlie Net Sales Realization of the domestic industry with the 
landed value of imports indicates that the imports are undercutting the domestic industry’s 
prices to the extent mentioned below: 



Price undercutting 


UOM 


2009-10 


ApririO-June'II (POI) 












'^TPl I I I 
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n»e Authority notes from the ^ 

undercutting the sales price the POI over the year 

there was a marginal increa^ in Ae of i of significant decline in the NSR 

2u^ toSr'los^I'^^eKtS subsequently in these findings. 
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^ TNM5( : 



Sri Lanka 








Landed Price 

Rs/CBM 

13171 

12626 

12449 

12464 

12604 

12807 

Undercutting 

Rs/CBM 

«*« 

*** 


*** 

* ** 

*«* 

Undercutting 

% 

++ + 

*** 

* * ♦ 


+ + ♦ 

* ♦ + 

Undercutting 

% Range 

25-35 

25-35 

20-30 

20-30 

20-30 

25T5*~ 

China PR 








Landed Price 

Rs/CBM 

13954 

15298 

17953 

12317 

12207 

1180 

Undercutting 

Rs/CBM 

*** 


itc * If 

* * ♦ 

**« 

If If if 

Undercutting 

% 


*** 

ttflf 

** * 

♦ ♦ ♦ 

*** 

Undercutting 

% Range 

20-30 

10-20 

Negative 

25-35 

25-35 

30-40 

Total Subject 
Countries 









Landed Price 

Rs/CBM 

12511 

12740 

12822 

12562 

12783 

13056 


Undercutting 

Rs/CBM 

* ** 

*** 

*** 

♦ + ♦ 

♦ ♦ ♦ 

If * f 


Undercutting 

% 


*** 

*** 

*** 

+ ** 



Undercutting 

% Range 

30-40 

20-30 

20-30 

20-30 

20-30 

20-30 


f53 


Price Underselling 

137 Comparison of non injurious price with the selling price of the domestic industry shows that 
the domestic industry was forced to undersell the product: 


In Rs/CBM 



UOM 

AprilTO-JuneTl (POI) 

Non injurious price 

Rs/CBM 

♦ ♦ ♦ 

Landed value ( subject countries) 

Rs/CBM 

12807 

Price underselling 

Rs/CBM 

If If If 


2679G1/12—20 
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Underselling 

% 

•«* 

Underselling 

% Range 

50-60 


138 The Authority notes that the Net Sales Realization of the domestic industry during the POl 
was below the non-injurious price of the domestic industry. Therefore, the domestic industry 
was not able to recover res^onable profit on its sales of the subject goods. 


139 Comparison of non injurious price with landed price of imports shows significant injury 
margin. 


Injury Margin 

UOM 

NIP 

Landed 

Price 

Injury 

Margin 

Injury 
Margin % 

Injury 
Margin % 
Range 

Indonesia 

Rs/CBM 

*•* 

12657 

**« 

*«* 

55-65 

Malaysia 

Rs/CBM 


13142 

*** 


65-75 

Sri Lanka 

Rs/CBM 

•** ^ 

12616 

*«* 

*** 

55-65 

China 

Rs/CBM 

*** 

12474 


*** 

75-85 

Total Subject 
Countries 

Rs/CBM 


12807 

*** 

•** 

55-65 


140 As a result of significant injury margins from all the subject countries during the POI, the 
domestic industry has suffered financial losses and has not able to achieve the projected leve 

of profitability as per the project report. 


Profits/Loss 

141 Profits earned by the domestic industry from the sales of the subject goods in the domestic 
market were as follows: 



UOM 

2009-10 

April’10-JuneT 1 (POl) 

Cost of sales 

Rs/CBM 


*** 




[ -qF] I—I ] 




Indexed 

Trend 

100 

34 


Selling Price 

Rs/CBM 


>f *+ 

Indexed 

Trend 

100 

90 


Profit/ (Loss) per 
unit 

Rs/CBM 

*** 

*** 

Indexed 

Trend 

(100) 

(8) 

Profit/(Loss) 

Rs Lacs 

*** 


Indexed 

Trend 

(100) 

(519) 


142 The Authority notes from the above that in the year 2009-10 since the domestic industry 
operated for only 2 months, due to start-up operations and low level of capacity utilization 
Its ac^l cost, profit^ / Jpsses per unit and the profit / losses in absolute terms were very high! 

» start-up period, no trend analysis / conclusions 
m Authjjrity. However, subsequently in the period of investigation the 
operated for the complete financial year. During this period also the 
the domestic industry was noted to be negative. The Authority notes 
that t(||.^ i^ali?atjon of domestic industry declined during the period and the domestic 
indu^t^ $t^0red fifianciaji lo^s. 



vis-^-vis protected estimate? 


143 The ^ unit commenc!^ commercial production only in February 2010. 

In tl^^ fehds on the past performance of the domestic industry and 

^ industry has claimed material retardation on account of 

dump^ lie yi^er^ a comparative analysis of the actual vis-^-vis 

projqp^^ popiparatiYC analysis in this regards is summarized below: 



UOM 

Project Report 

1st year 

r* —- 

Actual 



April'IO- 
June’l 1 (POI) 

Annualised (POI) 

Capa^ 

% 

--- —. 


r 

***% 

Prodiit^KHl 

■ill 

*** 

22,980 

18,384 
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Cost of sales 

Rs/CBM 

*** 

*** 

1* * ♦ 



Selling Price 

Rs/CBM 

*** 

*«> 

t 



Profit/ (Loss) per unit ^ 

Rs/CBM 

*** 

*** 

*** 



Profit/ (lioss) 

Rs Lacs 

*** 

i 


*** 



The Authority notes from the above that the domestic industry’s performance during the first 
year of Us clmemial operations was significantly below the projected leve of opera ,ons / 
nro itab itv^rr its proVt report. Both the production as well as the capacity utilization of 
the don.citic industry was lower than that projected for the first year in . 

The Authority furth^ notSs that there was substantial difference in the cost of production of 
Je domesfif industry as per actual vis-a-v,s projections. The differences in the cost of 
production have been noted by the Authority to be on account of the changes in J PnMS 
imtPi -als as well as on account of low level of capacity utilization. Th.s trend is also 
refi. eted in the sinnificanti'- higher selling price realized by the domestic industry than 
projected The fact remains that the domestic industry suffered financial losses during P 
Lireas as per projections it was likely to make profits from the first year of operations. 


Return on investment 

145 Return on investment earned by the domestic industry from the sale of the subject goods m 
the domestic market were as follows: 



UOM 

2009-10 

Aprii'lO- 
June' 11 
(POI) 

Annualized 

(pon 

As per 
Project 
Report' 

Profit before interest 

Rs Lacs 

**4> 

«*« 

*** 


Profit before interest 
(Indexed) 

Rs Lacs 

-100 

-235 

-235 


Capital employed 

Rs Lacs 


*>k>k 

*** 


. Capital employed 

(Indexed) 

Rs Lacs 

100 

90 

90 


Return on capital 
employed 

% 

*** 

♦♦♦ 

_ 

J_ 
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1 April’10- 


As per 




June'l 1 

Annualized 

Project 


UOM 

2009-10 

(POI) 

(POI) 

Report 

Profit before interest 

Rs Lacs 



* ** 

If** 

Profit before interest 

Rs Lacs 

-100 

-235 

-235 

0*0 

(Indexed) 






Capital employed 

Rs Lacs 


*** 

*** . 

000 

Capital employed 

Rs Lacs 

100 

90 

90 

000 

(Indexed) 






Return on capital 


*** 


* *it: 

000 

employed 

% 





Return on capital 





000 

employed (Indexed) 

% 

-100 

-44 

-44 



146 The Authority notes from the above that the capital employed by the domestic industry 
during the POI on an annualized basis was lower than the projections of the capital employed 
as per project report. Therefore, no cost overruns have been noted by the Authority in the 
commissioning of the plant for manufacture of subject goods. The Authority, however, notes 
that the domestic industry was not able to achieve the projected level of returns on capital 
employed as it suffered financial losses during the POI on account of dumped imports of the 
subject goods. 

Cash flow 

147 Impact of dumping on the cash flow of the domestic industry was determined by considering 
cash profits earned by the domestic industry from the sales of the subject goods in the 
domestic market were as fol lows: 


Actual 

UOM 

2009-10 

♦ 

April'lO-June'l 1 
(POI) 

Annualized 

(POI) 

As per 
Project 
Report 

Profit/ (Loss) 

Rs.Lacs 

-100 

-416 

-416 

*** 

Depreciation 

Rs.Lacs 

mn 

203 

203 

* ** 
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Cash Profit 


Rs.Lacs 


100 


>259 


-259 


148 The Authority notes that due to price undercutting and price underselling on account of 
dumped imports, the company has suffered cash losses during the POl as against projections 
of making cash profit as per the project report. 

Employment and wages 

149 The trends in the employment and wages in the domestic industry are tabulated below: 



UOM 

2009-10 

ApririO-June'll (POI) 

Employment 

Nos. 

90 

113 

Wages 

Rs.Lacs 

100 

1399 


Inventories 

ISO The trends in inventory holding of the domestic industry has been summarized below: 



UOM 

2009-10 

April'10-June'11 (POI) 

Stocks 

CBM 

*** 

*** 

Stocks Indexed 

' 

100 

119 

Production 

CBM 

2,262 

22,980 

Average stock for POI 

CBM 

- 

1318 

Average stock equivalent no. of 
months production 



0.86 


151 The Authority notes from the above that during the POI, which was the first year of full 
operations of the domestic industry, the domestic industry was maintaining on an average 
stocks equivalent to 0.86 months production. Since, the domestic industrjif^pplaimed that it 
has not been able to sell the subject goods to the extent it was able to produce, the Authority 
has undertaken a month-wise analysis of the trends in the production, sales and stocks of the 





inventories of the domestic industiy during the POL The analysis of the same is given in the 

tilhlpk rvAlrkia/* ® 


Monthly 

OpChing 

Stock 

Net , 

Production 

excluding 

Captive 

Capacity 

Utilisation 

% 

Sales 

Closing 

Stock 

Closing 
stock as no 
of Days 
sales 

Apr-10 


*** 


*** 

«** 

-—-^— 

*** 

May-10 

*** 

*** 

*** 

*** 


*** 

Jun-10 

*** 

*** 

*** 


*** 

*»* 

Jul-10 

*** 

*** 

«** 

«** 



Aug-10 

** * 

4c«« 


*** 

*** 

*** 

Sep-10 

*** 

*** 

*** 

*** 


*** 

Oct-10 

«** 

— 


* * eg 

*** 

*** 

*** 

Nov-10 



*** 



*** 

Dec-10 


***■ 

*** 

*** 

*** 

*** 

Jan-11 

*** 

*** 

♦** 

* ** 

*** 

*** 

Feb-11 


*** 

*** 

* ♦ ♦, 

*** 

*** 

Mar-11 

♦ ** 

*** 

*** 


*** 

*** 

Apr-11 

* * 4c 

*** 

*** 

*** 

*** 

*** 

May-11 

*«* 

*** 

*** 

♦♦♦ 

*** 


Jun-11 


*** 

*** 

««« 

**« 

_ 



The Authority notes from the above that in the first quarter of the POJ the domestic industry 
gradually increased its capacity utilization. However, during the same period there was a 
significant buildup of the inventories. As a consequence, in the subsequent quarter the 
production and the capacity utilization of the domestic industry were noted to be significantly 
lower. During the third and fourth quarter, generally the production, sales and the closing 
stocks noted uniform trends. In the last quarter of the POI, when the domestic industry 
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increased its level of operations, once again significant levels of inventories were noted. The 
Authority, therefore, notes that due to significant buildup of inventories, the domestic 
industry was not able to operate at the optimum level of capacity utilization as projected in 
the project report. 

Productivity 

153 The productivity of the domestic industry has been examined with reference to production 
per day and per employee as follows: 




2009-10 

-'1 

ApririO-JuneTl (POl) 

Productivity per day 

CBM/day 

37.70 

67.81 

Productivity per Employee 

CBM/Nos 

- 

150.13 

211.17 


154 It is noted that productivity has improved over the period. 

Growth 

iy6 It may be noted that domestic industry commenced commercial production at a new 
production facility. Therefore, growth of the domestic industry should have been quite high. 
However, the domestic industry is faced with poor growth. 

Ability to raise fresh Investment 

156 U may be noted that the domestic industry has set up a new plant and the investments made 
by the domestic industry. However, should the performance of the domestic industry remain 
so dismal, fresh investments are likely to suffer. 

factors affecting prices 

557 Consideration of factors such as the import prices from the subject countries and other 
countries, cost structures for the product, competition in the domestic market, factors other 
than the dumped imports that might be affecting the prices of the domestic industry in the 
domestic market shows that the landed value of imported material froni subject countries are 
significantly below the selling price of the domestic industry, causing severe price 
undercutting in the Indian market. It is further noted that the benchmark for the Indian 
producers prices are the import prices from subject countries. There is no viable substitute for 
this product. Demand for the product was showing significant jump and could not have been ^ 
a factor responsible for low prices. It is thus evident that the only factors responsible for the 
domestic industry prices are the subject import prices of the product and the cost of 
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production of the domestic industry. As the information and data shows, while the cost of 
production was higher, the import prices have been much lower than the domestic prices and 
have prevented the domestic industry from charging prices in line with the costs, 

Conclusion on iniurv 


158 Considering the various injury parameters, it may be concluded that the performance of the 
domestic industry has remained substantially below the expected level considering the 
commencement of the new plant. The imports from the subject country have substantially 
increased, whereas the imports should have declined, given that the domestic industry has set 
up new production facilities and supporting company has also commenced the production of 
the product under consideration. Level of price undercutting is very significant. Despite 
ofiering low prices, the domestic industry had to immediately reduce its prices in view of its 
inability to sell the product. The domestic industry is facing price depression effects due the 
significantly low priced dumped imports. The domestic industry has been forced to sell the 
product at significant financial losses, resulting in negative return on investments and cash 
flow. The performance of the domestic industry was much below the projected levels, despite 
sufficient demand for the product in the Country. Even after adjusting the cost of production 
of the domestic industry for the start up operations, the domestic industry was unable to 
recover its cost of production and earn reasonable profits. 

ft may, thus, be noted that the domestic industry has thus suffered iryury. Imports are 
retarding establishment of the domestic industry in the market. Further, performance of the 
domestic industry much below the expected levels and shows that the domestic industry 
suffered material injury. 

I. Causal Link 
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Submissions made bv the Domestic Industry 

The Domestic Industry has submitted that injury to the domestic industry is on account of 
dumped imports as significant price difference exists between imported and domestic 
product, which has prevented the domestic industry from selling its product to the extent of 
its production capacities. This led to reduction in price and low level of sales volumes, 
reduction in net sales realization. There is significant difference between non injurious price 
and landed price of imports on one hand and inability of the domestic industry to increase its 

..V. ..I.w mw Uvilwi liulivi. liiw vjOhiCjuiC iMUuStry JiaS SUiiCrCU 

from significant loss of production man hours, increase in inventories with rising production, 
decline in production due to rising inventories, which collectively and cumulatively 
established that the domestic industry is suffering injury as a result of dumped imports. 

Submissions made bv other interested parties 


Submissions made on behalf of IVl/s Scgamat Pane! Boards Sdn. Bhd and M/s Merbok 
MDF Lanka (Private) Ltd. Sri Lanka 


^79 4^1 a- J/ 
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161 The petitioner has commenceditheir production recently. Therefore, it is quite known that the 
petitioner would suffer Jnjui^ on account oTvarious factors such as (i) Start up cost; (ii) Un- 
established sales and distribution channels;‘(iii) increased marketing expenses coupled with 
higher discounts. Tjutther, we alkcauy quantified as above the main reasons for higher 
cost of production of;applicant industry caused by inherent inefficiencies. Therefore, the 
Authority is requaested to kindly tta'ke iralo account the above facts which would clearly 
demonstrate that nffliinjuiy .has-been icaused to the domestic industry on account of the alleged 
dumped imports aiad ff fhere as &> the domestic industry during FOI wliich was on 

account of their inE^ciencaes. Fuitlaer, while landed prices have gone up during POl, the 
selling prices of damestic have declined clearly showing inverse relationship not to 

speak of causal link. 


Submissions made on behalf of Evergreen Fibreboard Berhad (EFB), Malaysia; 
Evergreen Fibre board IJB) Sdn. Bhd, lEJBT Malaysia and Evergreen Fibreboard 
(Nilail Sdn. Bhd.fEFN), Malaysia 

162 There is no injury to the petitioner in terms of its capacity, production, capacity utilization, 
sales, market share, wages, number of employees, productivity, inventories etc. The injury 
with respect to profitability, return on investment, cash flow and price suppression, if any is 
not because of the alleged dumped imports from subject countries but because of its high cost 
due to high per unit cost on account of start-up cost, high raw' material cost, high utility cost, 
high fixed cost, high labour cost, high interest cost and high depreciation cost. While making 
a causal link analysis in the petition, the petitioner has not made any analysis with respect to 
sales of the other Indian producer nor provided any details in the petition. It is submitted that 
injury, if any has been suffered by the petitioner on account of inter-se competition between 
the two domestic producers. Thus there is no causal link between the injury, if any to the 
domestic industry and alleged dumped imports. 

Examination by the Authority 


163 As per the AD Rules, the Authority, inter alia, is required to examine any known factors 
other than the dumped imports which at the same time are injuring the domestic industry, so 
that the injury caused by these other factors may not be attributed to the dumped imports, 
factors which may be relevant in this respect include, inter alia, the volume and prices of 
imports not sold at dumped prices, contraction in demand or changes in the patterns of 
consumption, trade restrictive practices of and competition between the foreign and domestic 
producers, developments in technology and the export performance and the productivity of 
the domestic industry. It was examined whether these other parameters listed under the AD 
Rules could have contributed to injury to the domestic industry. It was found that:- 

a. Volume and Price of imports from third countries; The Authority notes that 
imports from third countries are either negligible or their volume is de-minimis 
during the POL Tlius, imports from third countries could not have caused 
injury to the domestic indusJrf. 
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b. Contraction in Demand and Changes m pattern of consumption: It is noted 
that the demand of the subject goods has increased over the injury period. 
There is also no indication of any change in the consumption pattern. 

C. Trade Restrictive Practices of and Competition between the Foreign and 
Domestic producers: The import of the subject goods is not restricted in any 
manner and the same are freely importable in the country. The domestic 
industry competes with the landed prices of the subject goods. The price of the 
domestic industry is influenced significantly by the landed price of the subject 
goods. Moreover, no evidence has been submitted by any interested party to 
suggest that the conditions of competition between the foreign and the 
domestic producers do not exist or have undergone any change. 

d. Development of Technology: None of the interested party has raised any issue 
with regard to developments in technology as being the cause of injury to the 
domestic industry. No information, in respect of any significant development in 
technology is on record that could be the principal cause of injury to the 
domestic industry. 

e. Export Performance: The Authority notes that the Applicant domestic 
industry has not exported the subject goods. 

164 The Authority notes that while listed known other factors do not show injury to the domestic 
industry, the following parameters show that injury to the domestic industry has been caused 
by dumped imports. 

a) Imports of the product under consideration have increased significantly and 
the market share of the subject countries increased, 

b) Apparently, the domestic industry has lost its sales volumes due to the 
presence of the dumped subject goods in India, 

c) The imports, from the subject countries as a whole, are significantly 
undercutting the prices of the domestic industry. 

d) The imports are significantly underselling the domestic prices. 

e*) The deterioration in the domestic industry’s profits and return on capital 
employed are apparently as a result of the dumped imports. 

f) The domestic industry’s performance has become negative in respect of a 
number of parameters as the Domestic industry has not been able to attain the 
projected levels of Physical and Financial performance on a number of 
parameters. 


2679GI/12—22 
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Magnitude of inturv and ipiurv margin 

165 The Authority has determined non-injurious price for the domestic industry on the basis of 
principles laid down in the AD Rules, as amended. 

Co-onernttpg Eiportcr 


In US$/cbm 


Name of the 
company 

NIP 

Landed Price 

Injury Margin 

Injury Margin range 
in % 

Pt Sumatera 
Prima 

Fibreboard 

*** 

*«* 

*** 

60-70 

PT. Masari 

Dwisepakat 

Fiber 

*** 

*** 

♦** 

55-65 

M/s Segamat 
Panel Boards 
Sdn. Bhd. 

*** 

*** 

*** 

50-60 

M/s Evergreen 
Fibreboard 
Berhad (EFB)/ 
M/s Evergreen 
Fibreboard 
(JB) Sdn. 

Berhad (EJB) 

*** 

*** 


40-50 

M/s Merbok 
MDF 

Lanka (Private 
) Limited 

*** 

*** 


60-70 


Nop-Co-^pcrating Exporter 


Particulars 

Unit 

China PR 

Indonesia 

Malaysia 

Sri 

Lanka 

NIP 

US$/cbm 

*** 

*** 

*** 

*** 

Landed Price 

US$/cbm 

*** 

*** 

•*» 
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Injury Margin 


Injury Margin(%) 
range _ 


US$/cbm 


% 


*«* 


*** 


*«* 




*** 


*** 


J- Concluaionii: 


166 After examining the submissions made by the interested parties and issues raised therein; and 
considering the facts available on record, the Authority provisionally concludes that; 

a. The product under consideration has been exported to India from the subject 
countries below the associated normal values, thus resulting in dumping of the 
subject goods from the subject countries. 

b. The domestic industry has suffered ‘injury’, viz. material retardation of the 
establishment of its industry and also material injury in respect of the subject goods. 

p. The ‘injury’ to the domestic industry has been caused by the dumped imports of the 
subject goods from the subject countries. 

K. Indian industry’s interest & other isstfcs 


167 Th^ Authority notes that the purpose of anti-dumping duties, in general, is to eliminate 
‘injury’ caused to the domestic industry by the unfair trade practices of ‘dumping’ so as to re¬ 
establish a situation of open and fair competition in the Indian market, which is in the general 
interest of the Country. Imposition of anti-dumping measures would not restrict imports from 
the subject countries in any way, and, therefore, would not affect the availability of the 
subject goods to the consumers. 

168 It is recognized that the imposition of anti-dumping duties might affect the price levels of the 
products manufactured using the subject goods and consequently might have some influence 
on relative competitiveness of these products. However, fair competition in the Indian market 
will not be reduced by the anti-dumping measures, particularly if the levy of the anti¬ 
dumping duty is restricted to an amount necessary to redress the injury caused to the 
domestic industry. On the contrary, imposition of the anti-dumping measures would remove 
the unfair advantages gained by the dumping practices, would prevent the decline of the 
domestic industry and help maintain availability of wider choice to the consumers of the 
subject goods. 

L. Recommendations 


169 The Autnority notes that the investigation was initiated and notified to all interested parties 
and adequate opportunity was given to the exporters, importers and other interested parties to 
provide positive information on the aspects of dumping, injury and causal link. Having 
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initiated and conducted a preliminary investigation into dumping, injury and the causal link 
thereof in terms of the AD Rules and having provisionally established positive dumping 
margins as well as material injury to the domestic industry caused by such dumped imports, 
the Authority is of the view that imposition of provisional duty is required to offset dumping 
and 'injurv’ pending completion of the investigation. Therefore, the Authority considers it 
necessary and recommends imposition of provisional anti-dumping duty on imports of the 
subject goods originating in or exported from the subject countries in the form and manner 
described hereunder. 

170 Having regard to the lesser duty rule followed by the Authority, the Authority recommends 
imposition of provisional anti-dumping duty equal to the lesser of margin of dumping and 
margin of injury, so as to remove the injury to the domestic industry. Accordingly, the 
provisional anti-dumping duty equal to the amount Indicated in Col 8 of the table below is 
recommended to be imposed from the date of notification to be issued in this regard by the 
Centra! Government, on all imports of subject goods originating in or exported from the 
subject countries. 

Duty table 


SI. 1 
No 

Heading/ | 

Sub¬ 

heading* 

Description | 
of gGC C 

Country 

of 

Origin 

Country 

of 

Exports 

Producer 

Exporter 

Duty 
Amount 
in US$ 
/cbm 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

1. 

4411* 

‘Resin or 
other 
organic 
substances 
bonded 
wood or 

ligneous 
. fibre boards 
of thickness 
below . 

6mm, 
except 
insulation 
boards, 
laminated 
fibre boards 
and boards 
which are 
not bonded 
either by 

resin or 

China PR 

China PR 

Any 

Any 

1 

165.71 
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4411* 

do 

Indonesia 

Any 
country 
other 
than the 

Any 

Any 




subject 

countries 
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9. ' 

4411* 

do 

Malaysia 

Malaysia 

M/s Segamat Panel 
Boards Sdn. Bhd. 

M/s Segamat Panel 
Boards Sdn. Bhd. 

26.11 

10 

4411* 

do ' 

Malaysia 

Malaysia 

M/s Evergreen 
Fibreboard Berhad 
(EFB) / 

M/s Evergreen 
Fibreboard (JB) Sdn. 
Berhad (EJB) 

M/s Evergreen 
Fibreboard Berhad 
(EFB)/ 

M/s Evergreen 
Fibreboard (JB) Sdn. 
Berhad (EJB) 

83.69 

1 1 


do 

Malaysia 

Malaysia 

Any other than combination at Sr. Nos. 9& 10 

178.30 

12 


do 

Any 

country 

other 

than the 
subject 
countries 

Malaysia 

1 

Any 

Any 

178.30 

13 

4411* 

do 

Malaysia 

Any 

country 

other 

than the 
subject 
countries 

Any 

Any 

178.30 

14 

4411* 

do 

Sri 

Lanka 

Sri 

Lanka 

M/s Merbok MDF 
Lanka (Priyate) Limited 

M/s Merbok MDF 
Lanka (Private) Limited 

66.27 

15 

441 1* 

do 



Any other than combination at Sr. No. 14 

167.46 

16 

4411* 

do 

Sri 

Lanka 

Any 
country 
other 
than the 
subject 
countries 

Any 

Any 

167.46 

\1 

’ 4411 * 

do 

Any 

country 

Sri 

Lanka 

Any 

. 

Any 

167.46 
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other 
than the 
subject 
countries 


Please Note: The product under consideration is ciassified under Chapter 44 of the 
Cuaoms Tariff Act. However, the product under consideration does not havTa dedlted 

wav V V classifications are indicative only and in no 

way binding on the scope of this investigation. 


M. Further Procedure 
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n.e following procedure would be followed subsequent to notifying the preliminary findings: 

(a) ^e Authority invit^ cornments on these findings from all interested parties and the 

same would be considered in the final findings- ^ 

(b) Expmers, importer, the applicant and other interested parties known to be concerned 

are being address^ separately by the Authority, who may make known their views 
tvithin forty d^s from the date of the dispatch of the these Preliminary findings. Any 
other mter^ted party may also make known its views within forty days from the date 
of publication of these findings; ^ 

^ ‘’'■''arious interested parties 

S' further veri fication to the extent deemed necessary 

SnaffildlnK essential facts as per the AD Rules before announcing 


VIJAYLAXMI JOSHI, Designated Authority 
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